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PREFACE 



The Literature Catalog is published by Literature and Distribution Services 
(LDS) to serve the documentation needs of Control Data's sales force, system 
support personnel, field engineers, and internal/external customers. 

The catalog is comprised of six sections: 

Control Data 4000 Series Documentation 

Hardware ~ Equipment Identification Number 

This section lists hardware manuals by equipment identification number 
for individual equipment. Product numbers are included in parentheses 
after the equipment identification number. 

Hardware - Product/Svstem Number 

This section lists hardware manuals by product or system numbers and 

many entries include a cross-reference to an equipment identification 

number. 

SQftwarg - Operating Sy?t^m 

This section lists software manuals by operating system and the 
appropriate product set. Also, application manuals are printed beneath 
the system heading. If a software item runs on more than one system, it 
is listed under each one. 

Miscellaneous 

This section lists both hardware and software publications in alphabetical 
order by title. Also included in this section are promotional materials for 
ordering by Control Data sites only. 

Quick Reference 

This section lists the manuals by publication number. 
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PREPAID CUSTOMER ORDER FORM 

(Not Required With Company Purchase Order) 



SHIP TO: 
CUSTOMER NAME: 

ATTENTION: 

ADDRESS: 

CITY: 



STATE: 



TELEPHONE: AREA CODE:( ) NUMBER: 



ZIP: 



EXT: 



METHOD OF PAYMENT: 
( ) COD 

( ) Money Order 
( ) Personal Check 



PURCHASE ORDER # _ 
( ) Visa/MasterCharge 
Accotint # 



Expiration Date: 



Publication 
Number 


Qjiantity 


Publication Tide 


Unit 
Price 


Total 
Price 
























































(Prices Include Shipping) 


Less Discount* 






Sales Tax 






TOTAL 





TAX EXEMPT # 



"10 percent discount when ordering 25+ copies of the same publication. 



Authorized Signature 



Date 



Title 



MAIL THIS FORM TO: 



Control Data Systems, Inc. 
literature & Distribution Services 
4201 Lexington Avenue North 
Arden Hills, MN 55126-6198 
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CUSTOMER ORDERING PROCEDURES 



ORDERING 

Mail your Purchase Order or Prepaid Customer Order Forrri along with payment 
(check or money order) to: 

Control Data Systems, Inc. 

Literature and Distribution Services ~ M 

4201 Lexington Avenue North ^ ' - 

Arden Hills, MN 55126-6198 

COD, Purchase Orders, and Visa and MasterCharge may be phoned in on 612- 
482-3801 . A purchase order must follow confirming the phone order and 
marked CONFIRMING - DO NOT DUPLICATE. 

PAYMENT 

All prices are subject to your local and state sales tax. If you have a tax 
exempt number, please include it in your order, , J . .: ' - 

Terms are net 30 days, with an established credit account. If an account" 
is not established, terms are cash in advance or COD. 

PRICING INFORMATION 

Prices contained in this catalog are for DOMESTIC CUSTOMERS only, and are 
subject to change without notice. 

• Discounts - A 10 percent discount is given when ordering 25 or more of the 
same manual. 

• Price Quotes - Available upon request and are valid for 30 days. 

• Return for Credit - Manuals which customers have ordered in excess of their 
needs, may be returned within 90 days of purchase, if the publications are 
still in an unused condition. IT IS IMPORTANT THAT YOU CONTACT AND 
RECEIVE FROM LDS WRITTEN APPROVAL BEFORE ANY MANUALS ARE 
RETURNED TO LDS. A Restocking charge of 20 percent is assessed against 
all return to stock items. 

• Order Discrepancies - All order discrepancies MUST be reported within 30 
days of receipt. 

SHIPPING 

All prices are FOB destination, prepaid and absorbed. Air freight will be 
invoiced as a separate item or sent freight collect. 
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LITERATURE AND DISTRIBUTION SERVICES/ARHLOS 
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SPECIAL INSTRUCTIONS 


TOTAL 
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WE CERTIFY THIS INVOICE IS IN ALL 
RESPECTS CORRECT AND CONTAINS A TF 
AND FULL STATEMENT OF THE VALUE: 


^UE 


- 


NOTE: IF A REVISION (RV) PACKET IS REQD RATHER THAN A MANUAL PLEASE INSERT A "P" IN 




THE FIELD MARKED P. ALSO, INSERT THE REVISION LEVEL IN THE FIELD MARKED RV FOR 
WHICH PACKET YOU REQUIRE (OA, AA, 01, ETC.) 


CDC/LDS DEPARTMENTAL MANAGER 


FORMS ONLY WILL BE AUTOMATICALLY BACK ORDERED - PLACE A "B" IN THE 
COLUMN MARKED "B" IF YOU WISH MANUALS OR BINDERS BACK ORDERED 


• VALUE FOR CUSTOMS PURPOSE ONLY: S 
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VWEKS. USE SEPARATE REQUISI- 
TION FOR EACH ITEM YOU ARE RE- 
ORKRING AND INDICATE ON RE- 
QUJSmON -PREVIOUSLY ORDERED 
AND OUT OF STOCK." 



pOtC _ FORM ONLY- REVISION 



PACKET NO LONGER AVAILABLE. 
PACKET IS INCLUDED IN UP DATED 
BOOK ONLY. REORDER COMPLETE 
BOOK IF DESIRED. 



3- REORDER PTEM - THIS ITEM 
NOT STOCKED AT LDS. CON- 
TACT PERSON NOTED ON 
ORDER. 



4. UNKNOWN PUBLICA 
riQg^ ITEM NOT RNOWh 
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& SOURCE NOT OPED. AVAILABILITY 
KNOWN AT THIS TIME. 
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PRINTED IN U.SJV. 



CONTROL DATA PERSONNEL ORDERING PROCEDURES 



LPS ORDER FORM 

Use the Order Form (AA1 538-2) shown on the preceding page. Complete the 
following steps as you fill out the form. 

1. Complefe shipping address. 

2. Corp Code and Cost Center to be billed. 

3. Publications listed in numerical order 

4. Revision packets for manuals are ordered by placing the publication number 
in the first column, the letter P in the column marked P, and the revision level 
needed in the column marked RV. If the revision packet is not available and 
the manuals may be substituted, enter BOOKFORM ACCEPTABLE under 
special instructions. 

5. B Column - all items are automatically backordered. 

6. Indicate special shipping instructions, etc. 

PLACING ORDERS 

The order form can be sent to LDS in the mail, or faxed to 612-482-3813. 
Orders can also be sent on E-Mail to the attention of LDS= E-Mail orders must 
include the same information required on the order form. 

All orders will be shipped routine surface unless noted otherwise on the order. 
Rush orders should be noted as either Rush Overnight or Rush 2nd Day. Rush 
orders can also be phoned in to 612-482-3800. 

RETURN TO STOCK 

LDS reserves the right to refuse any publications that are requested to be 
returned. 

A return authorization number must be assigned from LDS before items can be 
returned. Each request for return will be analyzed prior to the return 
authorization number being assigned. Returns can be denied because of 
revision level, overstock, or shipping costs. Also, if a return is authorized, the 
item will be restocked at LDS but credit will not be given to the ordering 
department. 



LIST OF MOST FREQUENTLY USED ABBREVIATIONS 



CE 

GD 

HB 

HMM 

HRM/CE 

HR/MM 

HRM 

IHB 

PIM 

RM 

SPM 

TSG 

UG 

W/L 



- Customer Engineering Manual 

- Guide 

- Handbook 

- Hardware Maintenance Manual 

- Hardware Reference Manual/Customer Engineering 

- Hardware Reference/Maintenance Manual 

- Hardware Reference Manual 

- Installation Handbook 

- Parts Identification Manual 

- Reference Manual 

- Site Preparation Manual 

- Troubleshooting Guide 

- User Guide 

- Wire List 



NOTE 

GF in front of a publication number means the publication is in microfiche form. 

* in price column means the publication is printed on demand. Please call for 
price quote. 
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Computer Systems Documentation 



Control Data 4000 Series Computer Systems 

::atalog Description Publ No. Rgx Prig^ 

[ardware Documentation 

omputer Systems 

4320/4330 Internal Configuration Guide 62940880 

4320/4330 Technical Reference 62940692 

4320 Installation Guide 62940693 

4330 Installation Guide 62940694 

4340 Computer Technical Reference 62940680 

4350 Computer Technical Reference 62940780 

4350 Site Preparation and Installation , 62940781 

43 60 Computer Technical Reference . ." 62940682 

4360-30X Computer Technical Reference 62940698 

4360/4460 InfoServer and 41004 Exp. Cabinet Site Prep/Install Gd. 62940699 

4370 InfoServer Installation Guide 62940969 

4370 InfoServer Maintenance Manual 62940812 

4370 InfoServer Owner's Guide (preliminary) 62 940803 

4375 InfoServer Configuration Guide 52940813 

4375 InfoServer Owner's Guide 52940816 

4375 InfoServer Site Preparation and Installation Guide 62 940807 

4380 Computer Technical Reference 62940684 

4420 InfoServer Board Installation Guide 62941013 

4420 InfoServer Drive Installation Guide 52941014 

4420 InfoServer Easy Installation Guide . 62941012 

4420 InfoServer Memory Installation Guide 62941015 

4420 InfoServer Power Installation Guide 62941016 

4420 InfoServer Technical Reference 62941011 

4420/4430/4440 InfoServer Power On Diagnostics Reference 62941009 

4420/4430/4440 InfoServer PROM Monitor Reference 62941008 

4430/4440 InfoServer Board Installation Guide 52941023 

4430/4440 InfoServer Drive Installation Guide 62941024 

4430/4440 InfoServer Easy Installation Guide 52941022 

4430/4440 InfoServer Memory Installation Guide . 52941025 

4430/4440 InfoServer Power Installation Guide 62941026 

4430/4440 InfoServer Technical Reference 62941021 

4460 InfoServer and 44101-X System Upgrade Technical Reference . . 62941018 

4680 Computer Technical Reference 52940686 

4680-2XX InfoServer Technical Reference 62940685 

4680-3XX InfoServer Technical Reference 62940704 

4680 InfoServer Site Preparation and Installation 62940687 
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Control Data 4000 Series Computer Systems 

Catalog D^criptipn Publ No. Esi Price 

44101-X System Upgrade for 4350/4360 Infoserver Installation Gd. . 62941036 B 7.00 

Parts List 62940819 D 15.00 

MIPS RISC Architecture 62940 688 B 45.00 

MIPS R4000 Microprocessor Introduction 62940983 A 23.00 

MIPS R4000 Microprocessor User's Manual 62940984 A 23.00 

Peripherals and Options 

Optional Products Installation Guides Directory 62940900 AA 2,00 

Bus Analyzer Recording Tool (BART) Hardware Maintenance 62940751 B 15.00 

Horizon 240V-4360 Communications Processor Installation Guide . . . 62940 901 B * 

Horizon 240V-4380 Communications Processor installation Guide . . . 62940902 B * 

Integrated Diagnostics Environ, for 4370/4375 Inf ©Servers User Gd 62940787 A 6.00 

VME-DAS 47008-3 Controller and 4744X Storage Devices Config. Gd . 62940991 C 10.00 

VME-DAS 47008-3 Controller and 4744X Storage Devices Install Gd. . 62940981 A 39.00 

512k SCSI Interface User Manual 62940832 C * 

4301 Processor Technical Reference Manual 62940796 A 19.00 

4301-XXX Real Time Processor Option Installation Guide 62940956 A 5.00 

4336 Real Time Computer Installation Guide 62940962 A 2.00 

4339 Real Time Computer Installation Guide 62940963 A 2.00 

4381 Real-Time Station Installation Guide 62940971 A 4.00 

19714-1 EXPRESS Link Option for 4360 & U560 Computers Install Gd. 62940903 C 4.00 

19714-2 EXPRESS Link Option for 4680 IhfoServer Installation Gd . 62940913 G 2.00 

19714-4 EXPRESS Link Option for 4350 Computer Installation Guide. 62940 955 A 2.00 

19714-5 EXPRESS Link for 4370 & 4375 InfoServers Install Guide .. 62940974 A 3.00 

40300/40300-A FDDI Option Single-Attached Station Install Guide . 62940953 B 11.00 

40301/40301-A FDDI Option Dual-Attached Station Install Guide ... 62940915 D 16.00 

40310-XXX/40311-XXX Board & 40309-1/40312 Install Kits Install Gd 62940949 F 12.00 

4031X-X FDDI Board and 40 31x-x OBS Installation Guide 62940972 C 43.00 

4732x-x Cartridge Handling Subsystem Product Specification 62941027 20.00 

4732x-x Cartridge Handling Subsystem User's Manual 62941028 43.00 

40321-1 SnapLink SCSI Communications Adapter Installation Guide . 62940964 B 4.00 

40322-1 Token-Ring Adapter Installation Guide 62940967 C 7 .00 

41002-M Peripheral Expansion Cabinet Installation Guide 62940946 D 3.00 

41006 VME Expansion Cabinet Installation Guide 62940937 C 3.00 

41020-1 Peripheral Expansion Cabinet Installation Guide 62940977 B 2.00 

41030-X Disk Tray, 47486-B2/L/Ll,47487-A/B SCSI Disk Drive Install 62940993 D 6.00 

42310/42310-B2/42312/42312-B2 SCSI Disk Drive Installation Guide. 62940965 B 4.00 

42410/42411 VSB Overlay Installation Guide 62940966 C 2.00 

44105, 44106, 44107 & 44109 Memory Increments Installation Guide. 62940930 C 2.00 



Control Data 4000 Series Computer Systems 

;atalog Description Publ No. Esi Prig^ 

44310-XX 16-Port Serial I/O Controller Installation Guide 62940975 B 6.00 

44311-MV Serial I/O Interface Installation Guide 62940943 C 6.00 

44312-XX Ethernet Controller Installation Guide 62940944 J 7.00 

44313-M & 44314-M SMD Controller Options for 4680 InfoServer .... 62940911 C 2.00 

46012-X Quarter-inch Cartridge (QIC) Tape Subsystem Install Gd. . . 62940950 B 6.00 

46015 8MM Cartridge Tape Subsystem (EXB-8200) Product Spec 62940874 A 7.00 

46015 8MM Cartridge Tape Subsystem (EXB-8200) Theory Of Oper .... 62940876 A 4.00 

46015 8MM Cartridge Tape Subsystem (EXB-8200) Users Manual 62940875 B 15.00 

46015-X 2-GB Cartridge Tape Subsystem Installation Guide 62940961 D 5.00 

46031 Disk Drive for 41001 Expansion Cabinet Installation Guide . 62940920 C 2.00 

46031-A/BA/BC/C2/F/L,46141-A/BA/BC/C2/F/L,47460-C2/M Disk Drives. 62940968 B 11.00 

46031-A2 663 Mbyte SCSI Expansion Disk Drive Installation Guide . 62940931 B 3.00 

46031-Bl Disk Drive for 4360 Installation Guide 62940924 B 2.00 

46031-B2 663 MB SCSI Boot Disk Drive Option Installation Guide .. 62940927 C 3.00 

46031-E SCSI Add-On Disk Drive Option Installation Guide 52940923 A 2.00 

46031-N Disk Drive for 41010 Expansion Cabinet Install Guide .... 62940916 D 2.00 

46141 Disk Drive for 41001 Expansion Cabinet Install Guide 62940929 D * 

46141-A2 1GB SCSI Expansion Disk Drive Option Install Guide 62940932 A 3.00 

46141-Bl Disk Drive for 4360 Installation Guide 62940925 B 2.00 

46141-B2 1GB SCSI Boot Disk Drive Option Installation Guide 62940928 C 3.00 

46141-E SCSI Add-On Disk Drive Option Installation .Guide 62940926 A 2.00 

46141-N Disk Drive for 41010 Expansion Cabinet Install Guide .... 62940917 C 4.00 

47000-1 SCSI Differential Controller Option for 4360 Install Gd . 62940904 C 2.00 

47000-2 SCSI Differential Controller Option for 4380 Install Gd . 62940905 C 2.00 

47000-3 SCSI Differential Controller Option for 4680 Install Gd . 62940906 C 2.00 

47002-1 SCSI Single-Ended Controller Option for 4360 Install Gd . 62940907 C 2.00 

47002-2 SCSI Single-Ended Controller Option for 4380 InfoServer . 62940908 C * 

47002-3 SCSI Single-Ended Controller Option for 4680 Install Gd . 62940909 C * 

47002-4 SCSI Single-Ended Controller Option for 4360 Install Gd . 62940942 A 3.00 

47002-5 SCSI Single-Ended Controller Option for 4350 Install Gd . 62940958 A 3.00 

47005-1 IPI-3 Controller Board Installation Guide 62940938 E 6.00 

47006-1 Pertec Tape Controller Board Installation Guide 62940914 C * 

47006-2 Pertec Tape Controller Board Option for 4380 Install Gd . 62940933 B 2.00 

47006-3 Pertec Tape Controller Board Option for 4680 Install Gd . 62940934 B 2.00 

47007-3 IPI-2 Disk Controller Board Installation Guide 62940939 A 2.00 

47010-1 SCSI Disk Expansion Module Installation Guide 62940922 D 2.00 

47020-X SCSI Controller Brd & 47022-X/47023-X 5-MB Board Install. 62940952 E 14.00 

47021-X SCSI Controller Brd & 47022-X/47023-X 5-MB Board Install. 62940947 D 13.00 

47100 Cartridge Tape Siibsystem Installation Guide 62940820 C 12.00 

47100 Cartridge Tape Subsystem Reference Manual 62940821 C 80.00 



Control Data 4000 Series Computer Systems 

Catelof Description Pyj?! %, Rgv Pric^ 

47110-1 (STK-4781) CTCU Fault Symptom Codes 62940894 A * 

47110-1 {STK-4781) CTCU Illustrated Parts Catalog 62940891 A * 

47110-1 {STK-4781) CTCU Installation Manual 62940893 A 13 . 00 

47110-1 {STK-4781) CTCU Maintenance Manual 62940890. A * 

47110-1 {STK-4781) CTCU Part Number Compatibility 62940892 A * 

47110-1 {STK-4781) CTCU SCSI Definition Manual 62940895 A * 

47200 Streamer Servicing Manual 62940831 B 28.00 

4720,0 Streamer User/Diagnostic Manual 62940830 B 15.00 

47200-1 & 47200-2 Streaming Tape Subsystems Installation Guide .. 62940912 D 2.00 

47200-3 Streaming Tape Subsystem Installation Guide 62940945 D 2.00 

47300/65461 8MM Tape Auto Loader Data Storage Subsys Tech Manual. 62940771 A * 

47300/65461 8MM Tape Auto Loader Data Storage Subsys User Manual. 62940770 A 4.00 

47323-ROl GPIB Adapter Installation Guide 62941002 A 3.00 

47324-ROl DRll-W Emulator Installation Guide 62941003 A 4.00 

47325-ROl Floppy Disk Drive Installation Guide 62941019 A 3.00 

4740X-X Disk Subsystem/Removable Disk Canister Install Guide .... 62940921 C 3.00 

47430-1 SABRE V 2HP/IPI-2 Expansion Tray & Disk Install Guide ... 62940940 A 4.00 

47430-2 SABRE V 2HP/IPI-2 Add-On Disk Installation Guide 62940941 A 4.00 

47450 8MM Cartridge Tape Subsystem {EXB-8500) Product Spec 62940877 A * 

47451-X 5-Gbyte Cartridge Tape Subsystem Installation Guide 62940951 D 5.00 

47453-X Half-height 8mm Cartridge Tape Subsystem Installation Gd. 62941040 A 2.00 

47460-A2 1.3-GB SCSI Disk Drive & Tray Option Install Guide 62940959 B 3.00 

47460-32 1.3 GB SCSI Boot Disk Drive & Tray Option Install Guide. 62940954 A 3.00 

47460-M 1.3-GB SCSI Add-On Disk Drive Option Install Guide 62940960 B 3.00 

47485-N/Nl 1-GB Add-On SCSI Disk Drive Installation Guide 62940973 B 3.00 

47486-ROX SCSI Options for 4339 Real-Time System Install Guide .. 62941033 A 3.00 

475XX-M SABRE V Disk Drive for 4680 Installation Guide 62940910 B 3.00 

47800-1 Optical Disk Service Manual, Model 650/A 62940897 * 

47800-1 Rewritable Optical Disk Drive User's Guide 62940871 A 10.00 

47808/47809 CD-ROM Drive Installation Guide 62941034 B 4.00 

4782X-20/478 4X-20 Optical Disk Library Systems User's Guide 62940872 A 10.00 

47890-60 & 47890-30 Optical Disk Library Systems Operator's Guide 62940873 A 10.00 

47820/47840 Optical Disk Library Service Manual, Models 10 and 20 62940898 * 

47890-30/478 90-60 Optical Disk Library Service,. Models 60 and 100 62940899 * 

47920-20 Optical Disk Service Manual {HP C1700-90031) 62941042 31.00 

47920-20 Optical Disk Setup Guide {HP C1700-90020) 62941044 6.00 

47920-20 Optical Disk User's Guide {HP 5960-7627) 62941043 10.00 

47990-60 Optical Disk Service Manual {HP C1705-90031) 62941045 A 32.00 

47990-60 Optical Disk Setup Guide {HP C1705-90020) 62941047 A 2.00 

47990-60 Optical Disk User's Guide {HP 5960-7628) 62941046 A 8.00 



Control Data 4000 Series Computer Systems 

Catalog Description Puhl No. Rgi Pric^ 

4802X-X 80-MHz Multiproc. Mem. Board Options for 4680 Inf ©Server. 62940976 

48001-1 I/O Adapter Installation Guide 62940935 

48002-1 Expansion Bus Adapter Installation Guide 62940936 

4810X-X Multiprocessor Upgrades for 4680 InfoServer Install Gd . . 62940957 
4811X-X 80-MHz Multiprocessor Upgrades 4680 InfoServer Install Gd 62940978 
48110-1 80-MHz Additional Processor Option for 4680 InfoServer . . 62940985 
48117-1 IOC Board Boot PROM Microcode Upgrade 4680 InfoServ Inst. 62941005 
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Control Data 4000 Series Computer Systems 

Catalog Description Publ No. Esi Price 

System Software Documentation 



EP/IX 2.1.1 Manual Kit (includes 9 manuals listed below) 62941051 A 

EP/IX Device Drivers Guide 629407 95 C 

EP/IX Internationalization Guide 62940881 01 

EP/IX Logical Tape and Volume Management Guide 62 94070 9 C 

EP/IX Network Administrator's Guide (2 volumes) 62940702 E 

EP/IX Parallel Programmer's Guide 62940988 B 

EP/IX Programmer's Guide (2 volumes) 62940 690 D 

EP/IX STREAMS Programmer's Guide 62940730 C 

EP/IX System Administrator's Guide 62940700 F 

EP/IX User's Guide 62940738 F 

EP/IX 2.1.1 Reference Manual Kit (includes 4 manuals listed below) 62940745 A 

EP/IX Device Drivers Reference Manual 62 940 88 6 A 

EP/IX Programmer's Reference (3 volumes) 62940695 E 

SP/IX System Administrator's Reference Manual (2 volumes) 62940708 E 

EP/IX User's Reference (2 volumes) 62940740 E 

ADCM User's Manual 60487009 A 

Compiler and ANSI C Prograinmer 's Guide 60487 014 C 

Diskless Support Services Guide 62940870 A 

EasyBench User's Guide 60487 010 A 

EDIF on EP/IX Guide/Reference 62940888 A 

EP/IX dbx Reference Card 62940882 A 

EP/IX POSIX Conformance Document 62940750 A 

EP/IX Sort User's Manual 60487006 B 

EP/LX Device Driver ' s Guide 62940776 A 

EP/LX Network Administrator's Guide 62940791 A 

EP/LX Programmer's Reference Manual 62940777 B 

EP/LX System Administrator's Guide 62 940778 A 

FILEview User's Guide 60487011 A 

JAM Terminal Definitions for EP/IX User's Manual 60489600 A 

NCDware X Server Advanced User's Manual Version 2.4 62 940 987 B 

NCDware X Server User's Manual (Version 2.4) 62940986 B 

A Roadmap to the NCDware 3.1 Publications 62 94108 6 A 

Getting Started NCD X Tenninals Ver. 3.1 62941087 A 

NCDware X Server Release Notes Ver. 3.1.0 62941085 A 
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Control Data 4000 Series Computer Systems 

Catalog Description Pub! No. Rsi Pric? 

NCDware 3.1 Advanced User's Guide for UNIX Systems 62941089 A 

NCDware 3.1 Reference Manual 62941088 A 

NOS and NOS/BE to EP/IX Migration User's Manual 60487001 C 

NOS/VE and EP/IX Cooperative Computing User's Manual 60487022 C 

ORACLE-In-SoftBench User's Guide 60487043 A 

SCU on EP/IX Usage 62940759 A 

Socket Network Access Package Reference 60487002 D 

SoftBench Development Manager: Managing Files & Directories .... 60487027 A 

SoftBench Encapsulator : Distributing an Encapsulation 60487038 A 

SoftBench Encapsulator: Portability Guide 60487042 A 

SoftBench Encapsulator: Programmer's Guide" 60487037 A 

SoftBench Encapsulator: Programmer's Reference 60487039 A 

SoftBench Mail 60487033 A 

SoftBench Message Monitor 60487034 A 

SoftBench Overview and Customization Guide 60487026 A 

SoftBench Program Builder: Managing Program Construction ....... 60487029 A 

SoftBench Program Debugger: Debugging Programs 60487030 A 

SoftBench Program Editor: Editing Text 60487 028 A 

SoftBench Reference 60487032 A 

SoftBench Static Analyzer: Analyzing Program Structure 60487031 A 

■llSCwindows Manual Kit, Release 4 (includes 5 manuals below) 62940755 C 

MIPS Visual Debugger Guide 62940758 A 

Motif Programming Manual Volxome 6 . 62940866 A 

RISCwindows PSview User's Guide 62940756 A 

RISCwindows User's Set-Up Guide , 62 940757 A 

X Window System User's Guide (Motif Edition Vol, 3) 62940746 A 

OSF/Motif AES User Environment Volume (Version 1.1) 62940869 B 

OSF/Motif Programmer's Reference (Release 1.1) 62940867 A 

OSF/Motif Style Guide (Release 1.1) 62940868 A 

UIM/X Developer's Manual 62940 67 9 B 

UIM/X Getting Started 6294088 9 A 

Xlib Programining Manual Volume 1 62940861 A 

Xlib Reference Manual Volume 2 62940862 A 

X Protocol Reference Manual Volume 62 940860 A 

X Toolkit Intrinsics Programming Manual (MOTIF Edition Vol.4) ... 62940864 A 

X Toolkit Intrinsics Reference Manual Volume 5 62940865 A 
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Control Data 4000 Series Computer Systems 

Catalog Description Ptf^?l N9t Esi Pricg 

Compiler And Languages Documentation 



Programmer's Manual Kit (includes 2 manuals listed below) 62940842 C 82.00 

Assembly Language Programmer's Guide 62 9407 64 B 32.00 

Compiler and C Programmer's Guide 62940766 C 17.00 

Compiler Porting Guide (Now included in 62 9407 66-C) 62 9407 68 B 

Alsys Ada System for EP/IX User Manual 62941062 A 49.00 

Alsys Ada System for EP/LX Ada Binding for POSIX User Manual .... 62941063 A 7.00 

Alsys Ada System for EP/LX User Manual 62941064 A 50.00 

FORTRAN Language Reference 62940786 C 37.00 

FORTRAN Programmer's Guide 62941050 A 8.00 

Pascal Programmer's Guide 62940790 B 11.00 

Peak FORTRAN Programmer's Gd/Optimization Gd/Language Reference . 60487016 A 59.00 

Peak FORTRAN Quick Reference 60487018 A 4.00 

Peak FORTRAN Quick Reference Card 60487015 A 1.00 

Peak FORTRAN User's Guide . 60487013 A 19.00 



Control Data 4000 Series Computer Systems 

:atalQg D^criptipn Publ No. Rgi Price 

ppiications And Product Sets Documentation 



ARIA*Migrator Administrator's Guide 62 9410 99 

ARIA*NetBackup Administrator's Guide 62940761 

ARIA*NetBackup User's Guide 62 9407 62 

ARIA*SMM Administrator's Guide 62941098 

ARIA*UniTree Reference Manual 62941061 

ARIA*UniTree System Administrator Guide 62 940 67 6 

ARIA*UniTree User Guide 62940677 

ARIA*Volume Manager Administrator's Guide for EP/IX 62940709 

ARIA*Volume Manager Administrator's Guide 62941069 

AWBUS Administrator's Guide Version 2.3 62940828 

AWBUS User's Guide Version 2.3 62940829 

Control Data 4000 Series Applications Directory (1/93) 60000562 

ControlServ Administrator's Guide 62940887 

DualManager/Discovery User's Guide 62940859 

DualManager Programmer's Reference 62940856 

DualManager User's Guide 62 940857 

UniTree Central File Manager Error Diagnostics Guide 62940678 

cent Publications 

ASCENT* Administration Guide IIS400M01 

ASCENT* Configuration Guide (2 volumes) IIS400M02 

ASCENT* User's Guide (3 volumes) IIS400M04 

ASCENT *DataLink User Guide IIS400M0 9 

ASCENT*DNI Network Manager Guide IIS500M02 

ASCENT*DNI User Guide - iiS500M03 

ASCENT *Gateway Technical Guide IIS400M05 

ASCENT*Graphics User Guide IIS002M01 

ASCENT*Link User's/Administrator's Command Summary IIS700M02 

ASCENT*PC Technical Guide IIS200M02 

ASCENT*PC User Guide (3 volumes) IIS200M01 

ASCENT*Suite Configuration Guide IIS100M02 

ASCENT *Windows Configuration Guide IIS400M06 

ASCENT *Windows User Guide . IIS003M02 
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Control Data 4000 Series Computer Systems 

Catalog Description Publ No. Kei Price 

ASCENT*SNA Access Kit (includes 8 manuals listed below) SNAACCESS 42.00 

ASCENT*SNA Common Service Verbs Programmer's Guide IIS900M11 A 5.00 

ASCENT*SNA Configuration Guide IIS900M05 B 26.00 

ASCENT*SNA Diagnostics Guide IIS900M08 A 15.00 

ASCENT*SNA Glossary IIS900M03 A 3.00 

ASCENT*SNA Installation Guide IIS900M06 A 3.00 

ASCENT*SNA Management Guide IIS900M07 A 8.00 

ASCENT*SNA User Interface Guide IIS900M02 A 3.00 

Getting to Know ASCENT*SNA IIS900M01 A 5.00 

ASCENT*SNA 3270 Kit (includes 2 manuals listed below) SNA3270 A 21.00 

ASCENT*SNA 3270 User's Guide IIS900M04 A 13.00 

ASCENT*SNA HLLAPI Programmer's Guide IIS900M10 A 15.00 

ASCENT*SNA APPC Programmer's Guide IIS900M09 A 2 6.00 

BasisPIus For EP/IX 

Documentation Guide for BASISplus (2/15/94) 60487821 E 1.00 

BASISplus Command Procedures 60487810 B 40.00 

BASISplus Command Syntax Summary (OBSOLETE No Replacement) 60487807 A 

BASISplus Complete FIND Handbook 60487825 B 26.00 

BASISplus Database Definition and Development 60487801 B 51.00 

BASISplus Database Planning and Design 60487800 B 18.00 

BASISplus/Express Vol.1 Retrieval and Update 60487802 A 22.00 

BASISplus /Express Vol.2 Database Definition 60487803 A 22.00 

BASISplus /Express-W 60487804 A 22.00 

BASISplus Interactive FQM Commands 60487805 B 40.00 

BASISplus Interactive FQM Quick Reference 60487806 A 11.00 

BASISplus Markup and Style Guide 60487812 B 32. 00 

BASISplus Master Index 60487811 A 39.00 

BASISplus Programming Vol.1 Conventional Records 60487808 A 82.00 

BASISplus Programming with DHI 6048780 9 B 58.00 

BASISplus Programming with OpenAPI 60487827 A 26.00 

BASISplus Reports 60487814 A 33.00 

BASISplus Screens 60487815 B 41.00 

BASISplus System Administration for UNIX 60487816 A 31.00 

BASISplus Thesaurus 60487817 B 35.00 

BASISplus Utilities Manual for UNIX 60487818 A 48.00 

Getting Started in BASISplus (Application Building Made Easy) ... 60487824 A 9.00 
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Control Data 4000 Series Computer Systems 

Catalog Description Ptfbl NOt E£l 2nSS. 



icrofocus Cobol 

MicroFocus COBOL for UNIX Version 3 .1 Manual Set 60486937 

MicroFocus COBOL Dialog System Character Mode User Guide Ver. 3.0 60486939 

MicroFocus COBOL Toolbox for UNIX Ver. 3.1 Operating Guide 60486938 

MicroFocus COBOL/2 for UNIX Ver. 3.0 60486936 

MicroFocus COBOL/2 for UNIX 60486934 

MicroFocus COBOL/2 for UNIX Version 1.3 60486935 

RACLE Version 6.0 For EP/IX 

Documentation Guide for ORACLE (4/29/94) 60488052 

CASE*Designer Messages Ver. 1.0 60488038 

CASE*Designer User's Guide & Tutorial Ver. 1.0 60488039 

CASE*Dictionary Messages Ver. 4.1 60488035 

CASE*Dictionary Tutorial Ver. 4,1 60488036 

CASE*Dictionary User's Guide & Reference Ver. 4.1 60488037 

CASE*Generator for SQL*Forms Reference & Tutorial Ver. 1.0 60488040 

Database Administrator's Guide Ver. 6.0 41621233 

Error Messages & Codes Manual Ver. 6.0 41621236 

ORACLE for UNIX Technical Reference Guide Ver. 6.0 4162.1419 

ORACLE*Mail Administrator's Guide Ver. 1.1 , 41621430 

ORACLE*Mail Application Programmer's Guide Ver. 1.1 41621431 

ORACLE*Mail Quick Reference Card Ver. 1.1 41521429 

Quick Tour of ORACLE*Mail Ver. 1.1 41621428 

PL/SQL User's Guide & Reference Ver. 1.0 60488031 

Pro*Ada ORACLE Call Interfaces User's Guide Ver. 1.1 41621422 

Pro*Ada Programmatic Interface Addendixm Ver. 1.3 41621423 

Pro*Ada User's Guide Ver. 1.2 41521421 

Pro*C Supplement to the ORACLE Precompilers Guide Ver. 1.3 60488047 

Pro*COBOL Supplement to the ORACLE Precompilers Guide Ver. 1.3 .. 60488045 
Pro*FORTRAN Supplement to the ORACLE Precompilers Guide Ver. 1.3. 50488046 

Programmer's Guide to the ORACLE Call Interfaces Ver. 6.0 60488044 

Programmer's Guide to the ORACLE Precompilers Ver. 1.3 50488043 

RDBMS Performance Tuning Guide Ver. 6.0 60488033 

RISC/OS-Based Systems Installation & User's Guide Ver. 6.0.30 ... 60488015 

RISC/OS-Based Systems System Release Bulletin Ver. 6.0.33 60488058 

SQL*Calc User's Guide Ver. 1.2 4161907 4 

Introduction to SQL*Calc Ver. 1.1 60488034 
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Control Data 4000 Series Computer Systems 

Catalog Pggcription Ptfi?! Not Esi Edfifi 

Advanced SQL*Forms Techniques Ver. 3.0 60488056 A 

SQL*Forms Designer's Quick Reference Ver. 2.3 41621255 B 

SQL*Fonns Designer's Quick Reference Ver. 3.0 41621255 C 

SQL*Forms Designer 's .Reference Ver. 2.0 41621249 A 

SQL*Forms Designer's Reference Ver. 3.0 41621249 B 

SQL*Fonns Designer's Tutorial Ver. 2.3 41621248 B 

SQL*Forms Designer's Tutorial Ver. 3.0 41621248 C 

SQL*Forms Documentation Addendiom Ver. 2.3 6048802 6 A 

SQL*Forms Operator's Guide Ver. 2.3 41621247 B 

SQL*Fonns Operator's Guide Ver. 3.0 41621247 C 

SQL*Fonns Operator's Keyboard Card Ver. 3.0 41621416 A 

SQL*Fonns Operator's Quick Reference Ver. 2.3 .•-••. 41621254 B 

SQL*Forms Operator's Quick Reference Ver. 3.0 41621254 C 

Introduction to SQL*Forms & SQL*Menu Ver. 3.0 41621417 A 

SQL Language Quick Reference Ver. 6.0 60488057 A 

SQL Language Reference Ver. 6.0 60488032 A 

SQL*Menu User's Guide Ver. 4.1 41619079 A 

SQL*Menu User's Guide and Reference Ver. 5.0 41621415 A 

SQL*Net Asynchronous User's Guide Ver. 1.2 60488022 A 

SQL*Net DECnet Ver. 1.2 41621424 A 

SQL*Net TCP/IP User's Guide Ver. 1.2 60488041 A 

SQL*Plus Quick Reference Ver. 3.0 41621418 A 

SQL*Plus User's Guide & Reference Ver. 3.0 60488024 A 

SQL*Report Addendum Ver. 1.1 • 60488027 A 

SQL*Report User's Guide Ver. 1.0 41619081 A 

SQL*ReportWriter Key Mapping Card Set Ver. 1.1 60488053 A 

SQL*ReportWriter Reference Ver. 1.1 • .' 60488021 A 

Building Reports with SQL*ReportWriter Ver. 1.1 60488049 A 

Introduction to SQL*ReportWriter Ver. 1.1 60488048 A 

SQL*Text Retrieval Administrator's Guide Ver. 1.1 41621427 A 

SQL*Text Retrieval Developer's Guide Ver. 1.1 41621425 A 

SQL*Text Retrieval Messages Ver. 1.1 4162142 6 A 

Terminal User ' s Guide Ver. 1.0 60488054 A 

Utilities User's Guide Ver. 6.0 41621234 C 

ORACLE 7.0.15 for EPIX2 and XRJXS 

Documentation Guide for ORACLE (4/29/94) 60488052 M 2.00 

CASE Products Reference Diagrams Ver. 5.0 41621473 A 6.00 

CASE*Designer Error Messages Ver. 1.1 41621436 A 43 .00 
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Control Data 4000 Series Computer Systems 

latalQg D^criptipn Pubi No. BfiX Prigg 

CASE*Designer Reference Diagrams Ver. 1.1 41621488 A 6.00 

CASE*Designer User's Guide and Tutorial Ver. 1.1 41621487 A 33.00 

CASE*Dictionary Administration Guide Ver. 5.0 41621476 A 21.00 

CASE*Dictionary Messages Ver . 5.0 41621434 A 23 . 00 

CASE*Dictionary Meta-model Ver, 5.0 41621475 A 40 .00 

CASE*Dictionary Reference Guide Ver. 5.0 41621478 A 59.00 

CASE*Dictionary Tutorial Ver. 5.0 • 41621477 A 25.00 

CASE*Generator Error Messages Ver. 2.0 41621474 A 14 . 00 

CASE*Generator for SQL*Fo2rms/SQL*Menu Tutorial & Ref Ver. 2.0 ... 41621441 A 46.00 

CASE*Generator for SQL*ReportWriter/SQL*Plus Tutorial/Ref Ver. 1.0 41621442 A 27.0 

ORACLE Data Query Administrator's Guide Ver. 3.1 41621481 A 16.00 

ORACLE Data Query User's and Administrator's Quick Ref. Ver. 3.1. 41621483 A 10.00 

ORACLE Data Query User's Guide and Tutorial Ver. 3.1 41621482 A 27.00 

0RACLE7 for MIPS ABI Installation & Configuration Gd. Ver. 7.0.15 41621479 A 29.00 

0RACLE7 PL/SQL User's Guide and Reference Ver. 2.0 41621453 A 47.00 

0RACLE7 PRO*C Precompiler Supplement Ver. 1.5 41621458 A 20.00 

0RACLE7 Pro*FORTRAN Supplement to ORACLE Precompilers Gd. Ver. 1.5 41621498 A 20.00 

0RACLE7 Programmer's Guide to the OCI's Ver. 7.0 41621455 A 43.00 

0RACLE7 Programmer's Guide to the ORACLE Precompilers Ver. 1.5 .. 41621454 A 43.00 

0RACLE7 Server Administrator's Guide Ver. 7.0 41621444 A 64.00 

0RACLE7 Server Application Developer's Guide Ver. 7,0 41621445 A 41.00 

0RACLE7 Server Concepts Manual Ver . 7,0. 41621443 A 38.00 

0RACLE7 Server Documentation Addendum {Beta2 Documen.) Ver. 7.1.2 41621472 A 18.00 

0RACLE7 Server for UNIX Administrator's Reference Gd. Ver, 7.0,12 41621465 A 34.00 

0RACLE7 Server Messages and Codes Manual Ver. 7.0 41621446 A 15.00 

0RACLE7 Server Migration Guide Ver. 7.0 41621450 A 19 . 00 

0RACLE7 Server SQL Language Quick Reference Ver. 7.0 41621449 A 9.00 

0RACLE7 Server SQL Language Reference Manual Ver. 7.0 41621448 A 57.00 

0RACLE7 Server Utilities User's Guide Ver. 7.0 41621447 A 41.00 

0RACLE7 SQL*Net V2 Administrator's Guide Ver. 2.0 41621456 A 42.00 

0RACLE7 SQL*Plus Quick Reference Ver. 3.1 41621452 A 5.00 

0RACLE7 SQL*Plus User's Guide and Reference Ver. 3.1 41621451 A 28.00 

0RACLE7 Tools for UNIX Administrator's Reference Guide Ver. 7.0. 41621471 A 51.00 

ORACLE*Mail Administrator's Guide Ver. 1.1 41621430 A 34.00 

ORACLE*Mail Application Programmer's Guide Ver. 1.1 41621431 A 25.00 

3RACLE*Mail Quick Reference Card Ver. 1.1 41621429 A 1.00 

2uick Tour of ORACLE*Mail Ver. 1.1 41621428 A 19.00 

E^BMS Performance Tuning Guide Ver. 6.0 60488033 A 20.00 

?^dvanced SQL*Forras Techniques Ver. 3.0 60488056 A 28.00 

SQL*Forms Designer's Quick Reference Ver. 3.0 41621255 C 11.00 
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Control Data 4000 Series Computer Systems 

Catalog D^criptipn Pub! No. Rgx Price 

SQL*Forms Designer's Reference Ver. 3.0 41621249 B 59.00 

SQL*Fonas Designer's Tutorial Ver. 3.0 41621248 C 30.00 

SQL*Forms Operator's Guide Ver. 3.0 41621247 C 27.00 

SQL*Fo2:ms Operator 's Keyboard Card Ver. 3.0 41621416 A 9.00 

SQL*Foi:ms Operator's Quick Reference Ver. 3.0 41621254 C 11.0 

Introduction to SQL*Forms & SQL*Menu Ver. 3.0 41621417 A 15.00 

SQL*Menu User' s Guide and Reference Ver. 5.0 41621415 A 49.00 

SQL*Net Asynchronous User's Guide Ver. 1.2 60488022 A 46.00 

SQL*Net TCP/IP User's Guide Ver. 1.2 60488041 A 44.00 

SQL*Report Addendxjm Ver. 1.1 60488027 A 1.00 

SQL*Report User's Guide Ver. 1.0 41619081 A 19.00 

SQL*ReportWriter Key Mapping Card Set Ver. 1.1 60488053 A 14.00 

SQL*ReportWriter Reference Ver. 1.1 60488021 A 21.00 

Building Reports with SQL*ReportWriter Ver. 1.1 60488049 A 30.00 

Introduction to SQL*ReportWriter Ver. 1.1 60488048 A 15.00 

SQL*TextRetrieval Administrator's Guide Ver. 2.0 4162148 6 A 37.0 

SQL*TextRetrieval Developer's Guide Ver. 2.0 41621484 A 35.00 

SQL*TextRetrieval Messages Ver. 2.0 41621485 A 17 . 00 

ORACLE 7.0 For Solaris 

Documentation Guide for ORACLE (4/29/94) 60488052 M 2.00 

ORACLE for Sun SPARC -Solaris 2.2 Install & Config. Gd. Ver 6.0.37 41621491 A 38.00 

ORACLE for Sun SPARC Solaris 2.2 Install & Config. Gd. Ver. 7. 0.13 41621492 A 30.00 

ORACLE for Sun SPARC Solaris 2.2 Release Update Ver. 7.0.15 41621493 A 12.00 

PRO*C Supplement to the ORACLE Precompilers Guide Ver. 1.4 41621494 A 19.00 

PRO*FORTRAN Supplement to the ORACLE Precompilers Gd. Ver. 1.4 .. 41621495 A 19.00 

Programmer's Guide to the ORACLE Precompilers Ver. 1.4 41621496 A 34.00 

0RACLE7 Multiprotocol Interchange Administrator's Guide Ver. 2.0. 41621497 A 17.00 

0RACLE7 Network Products Messages Manual Ver. 2.0 41621499 A 16.00 

0RACLE7 PRO*C Precompiler Supplement Ver. 1.5 41621458 A 20.00 

0RACLE7 Pro*FORTRAN Supplement to ORACLE Precompilers Gd. Ver. 1,5 41621498 A 20.00 

0RACLE7 Programmer's Guide to the ORACLE Precompilers Ver. 1.5 .. 41621454 A 43.00 

Uniplex Publications 

Uniplex Administration Guide Version 7.01 DFEADMI 31. 00 

Uniplex Advanced Graphics System User Guide DEEAGSG 31.00 

Uniplex Advanced Office System User's Guide Version 7.01 DFEAOSG 43.00 

Uniplex Configuration Guide (2 volumes) DEECONF 65 . 00 



14 



Control Data 4000 Series Computer Systems 

"atalog Description Publ No. Rgx Price 

Uniplex Configuration Guide V7 . 01 DFECONF 61.00 

Uniplex Data Link User's Guide (OBSOLETE Replaced by DFEDATA) dEEDATA 

Uniplex Datalink User Guide DFEDATA 36.00 

Uniplex Installation Guide DFEINST 9.00 

Uniplex II Plus Guide Version 7.01 dfEBASE 55.00 

Uniplex Quick Look-Up Guide DCEQLUG 9.00 

Uniplex Release/ Installation Notes DEEINST 12 . 00 

Uniplex Release/Installation Guide Ver . 7 , 02 DGEINST 10 . 00 

Uniplex V7 Quick Start User Guide DEEQUIC 29.00 

Uniplex Windows Configuration Guide V7 . 01 DFEWCFM 65 . 00 

Uniplex Windows User ' s Guide dEEWDWM 4 6.00 

Uniplex Windows User ' s Guide V7 . 1 DFEWDWM 4 6.00 

Uniplex Windows User ' s Guide V7 . 01 Update Pack DFEWDWU 3.00 

ther Applications 

Docxomenter ' s Workbench (DWB) Reference (2 Voliimes) 62940774 A 76.00 

IM/Access Reference Manual 60000570 A 16.00 

IM/Access User Guide 60000571 A 5.00 

IQ Documentation (Ver. 3, Rev. 2) 41629080 50.00 

KEYpak Version 3.1 Installation and User's Guide (UNIX) , 62941102 A 14.00 

Mail*Hub Administrator's Guide ■. 629407 63 E 91.00 

Mail*Hub Man Pages Reference Manual ■. 629410 65 E 54.00 

VistaCOM for Windows User/Reference/Connectivity Guides (2.0A) .. 41629040 B 50.00 

VistaCOM for the Macintosh User's Guide (1.2) 41629060 50.00 

VistaCOM M User's Guide 41629025 50 . 00 

VistaCOM V User ' s Guide 41629070 40.00 

VistaCOM VII User's Guide (1.1) 41629050 40 . 00 

Vista-eXceed X Window Server for DOS User's Guide (3.3) 41629020 A 40.00 

Vista-eXceed/W X Window Server for Windows User's Guide (3.3) ... 41629030 A 40.00 

Vista - Connect View User ' s Guide 60463946 A 40.00 

Vista - PC/TCP Network Software for DOS/Windows Ver. 2.3 41629010 B 75.00 

3COM NETBuilder Family Bridge/Router Guide - Oper/Ref (2 vols.) - 62941082 A 142.00 
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Catalog Description 



P»»?l No, ESI Price 



Miscellaneous 



Control Data 4000 Series Network Overview 62940982 A 25.00 



Binders 

2" 4000 Series Binder 



60000547 9.00 



A - 16 



Hardware Manuals 



(Listed by Product/System) 



Hardware Manuals 



(Listed by Equipment Number) 



Hardware Manuals (Listed by Equipment Number) 
Catalog Description Publ No. Rg^ Price 



AA107-A Central Computer (Use CYBER 170 Models 171-174) 

AAllO-A Central Computer (Use CYBER 170 Model 17 6) 

AA115-A Computer Systems (Use CYBER 170/180 Models 835-855) 

AA120-A Central Computer (Use CYBER 170 Model 175). 

AA120-B Central Computer (Use CYBER 170 Models 171-175) 

AA120-C Central Computer (Use CYBER 17 Model 175) 

AA120-D Central Computer (Use CYBER 170 Models 740,750,760) 

AA120-E Central Computer (Use CYBER 170 Models 865,875) 

AA131-B/C Central Computer (Use CYBER 170 Models 171-174) 

AA131-D Central Computer (Use CYBER 170 Models 720,730) 

AA146-A Central Computer (Use CYBER 170 Models 815,825) 

AA146-B Central Coirputer (Use CYBER 170/180 Model 815) 

AA147-A Central Computer (Use CYBER 170 Model 17 6) 

AA161-A Central Computer (Use CYBER 180 Models 810,830) 

AA161-B Mainframe (Use CYBER 170 Models 815S,825S) 

AA177-A/B Central System (Use CYBER 930) 

AA179-A Computer System (Use CYBER 180 Models 65810,65830) 

AA180-A Central System (Use CYBER 930) 

AB115-A Computer System (Use CYBER 170 Models 835-855) 

AD112-A Central Computer (Use CYBER 170 Models 815-875) 

AD112-B Central Computer (Use CYBER 170/180 Models 845/855) 

AD112-C Central Computer (Use CYBER 180 Models 840A, 850A, 860A, 870A) 

AD112-S Central Computer (Use CYBER 180 Models 840S, 845S, 855S) 

AD113-A Central Computer (Use CYBER 180 Models 840A-860A, 845S, 855S) 

AD115-A/AD116-A Central Computer (Use CYBER 18 Model 990) 

AD115-B Central Computer (Use CYBER 180 Models 990E,995E) 

AD115-C/D,AD116-B (Use CYBER 992/994 Computer System) 

AD118-A CYBERPLUS Parallel Processor System 

CP/CM Logic Diagram Symbols (2 Vols) , 60458120 F * 

Power Dist /Warning System HMM 60461620 R * 

Power Dist/Warning System W/L HMM GF60461890 D * 

System Power Monitor (SPM) Troubleshooting Guide 60463510 D * 

Water Cooling System HMM 60461610 M 30.00 

AD125-A/B Mainframe Upgrade (Use CYBER 930) 
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Hardware Manuals (Listed by Equipment Number) 



Catalog Description 



Ptf»?l NOt ESX Price 



AT478-A/AT478-B {AT481-A, AT482-A, AT490) lOU (Use CYBER 99X) 

AT481-A Input /Output Unit (Use AT478-A) 

AT481-B lOU (Use CYBER 99X) 

AT482-A Input/Output Unit (Use AT478-A) 

AT48 9-A/B Input /Output Cluster (Use CYBER 930) 

AT490 Input/Output Unit (Use AT478-A) 

AT503-A Cable Assembly (Use CYBER 930) 

AT504-A Tape Adapter Cable Set (Use CYBER 930) 

AT505-A Cable Asseinbly (Use CYBER 930) 

AT50 6-A/B,AT507-A/B Processor Option (Use CYBER 930) 

AT511-A/AT512-A/AT513-A lOU (Use CYBER 99X) 

AT517-A/AT518-A Channel Converter (Use CYBER 930) 

AT519-A Special Cable Adapter (Use CYBER 930) 

AT520-A/AT521-A Channel Converter (Use CYBER 930) 

AT524-A CPU Increment (Use CYBER 930) 

AT52 6-A Input /Output Cluster (Use CYBER 930) 

AT527-A/B,AT52 8-A/B Processor Option (Use CYBER 930) 

AT531-A/B Console Accessory Kit (Use CYBER 930) 



BE604-A (BF706-A, 7990-11/12,7991-11/12) Tape Storage Siibsystem 

Maintenance Guide - 60462010 F 



16.00 



BF404-A/B Tape Cabinet (Use CYBER 930) 

BF405-A/B Tape/Disk Cabinet (Use CYBER 930) 

BR803 Flexible Disk Drive Controller (Use FA730-A) 

BR810-A/B PLATO Secondary Flexible Disk Drive (Use FA501-A/B/C/D) 

BS175-A (BS176-A) Central Memory (Use CYBER 170 Model 875) 

BS190-A Central Computer (Use CYBER 170 Models 865,875) 

BS220-A Central Storage Unit (Use CYBER 200 Model 205) 

BS225-A,BS229-A/B,BS234-A Memory Increment (Use CYBER 930) 

BWIOI-A (BW303-A,BW812-A,FA107-A, 18 60-1/2,1860-3/4) Magnetic Tape 
Transport (NRZI) Subsystem 
Field Repair Guide 60475041 E * 

BW2XX/4XX/8XX/9XX ATS (CDC) 

Hardware Field Service Manual (2 Vols) 49767700 AM * 

Operator Guide 49767600 F * 

Parts 49767800 AV * 

Reference 49767500 K * 
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Hardware Manuals (Listed by Equipment Number) 



Catalog Description 



Put?l No. R£X Pric? 



3W303-A Magnetic Tape Transport 9-Track (Use BWIOI-A) 
3W812-A Magnetic Tape Transport 7-Track (Use BWIOI-A) 
3Y4AX/4BX SPIRIT (Use BW4AX/4BX) 
5Z202-A Disk Cabinet (Use CYBER 930) 



:C545-G/H CYBER 170 Display Station 
HRM/CE , 



62940018 



28.00 



:C595-A/B/C/D Console (Use CYBER 930) 

:C598-A/B Console (Use CYBER 19003 System Console) 

;C598-C NMS Console (Use 380-51) 



:C599 Console (18002-3,19002-11,19002-12) 
Maintenance Guide 



60469580 



15.00 



;C599-A/B Console (Use CYBER 930) 
:C628-A/B Display Terminal (Use 722-10) 



:C63X (CC634-A/B,CC638-A/B) Display Terminal 

HMM (Repair Center Information) 62940037 L 

HMM (Service Center & On-Site Information) 62940034 M 



15.00 



:C634-A/CC638-A Display Terminal With YR109-A (Use 721,721-XO; 

:C634-B/CC638-B Enhanced Display Terminal (Use 721) 

;k130-A/B Matrix Printer (Use 9334) 

:k208/209 Letter Quality Printer (Use 727-40/55) 

:K210 Serial Graphics Printer (Use 72 6-20) 

:l114-A/B/C Nonimpact Character Printer (Use 753) 



:T103-A/B (CT105-A/B,CT106-A) Line Printer Eqiaipment 

Parts Identification (CT103-A/B,CT105-A/B) GF95445067 AC 

:T301-A/B/C/D/E (CT302-A/B/C/D/E) Linewriter 400/800 

Maintenance 44 689032 F 

Parts Identification 44689062 D 

Set Up & Reference (CT301-C/E,CT302-C/E) 44689037 E 

Set Up & Reference (CT301-D,CT302-D) 44689059 E 

Technical Manual 44689051 D 



9.00 



10.00 
28.00 
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Hardware Manuals (Listed by Equipment Number) 

Catalog Description Ptfl?l Nq, R^v Price 

CT301-E 300 LPM Band Printer (Use 553-1/556-1) 
CT302-E 600 LPM Band Printer (Use 553-1/556-1) 

DK10 6-A/B/C Communications Coupler 

HMM 74873946 K 14.00 

FA104-A Tape Cassette Controller 

HR/MM 96711900 D 10.00 

FA165-A (7221-1) Intelligent Small Magnetic Tape (ISMT) Adapter 

HMM ■...-. , 60461100 G 13 . 00 

Subsystem Reference 60461090 E 8.00 

FA168-A Tape Adapter (Use CYBER 930) 

FA211-A/B (FV662-A,FV670-A/B,FV671-A/B,7155) Fixed Module Drive 
Controller 
HMM (2 Vols) 60455690 W 7 0.00 

FA211-C (7155-401) Fixed Module Drive Controller 

HMM Vol.1 (Gen Desc, Install & Checkout, Theory, Diags,Maint) ....... 60459560 D 68.00' 

HMM Vol.2 (Parts Data, W/L) : 60458660 B 26.00 

FA450-A/B/C/D (FA451-A/B/C/D, 7021-31/32) Advanced Tape Subsystem 
Controller 

HMM Vol.1 (Gen Desc, Install & Checkout, Theory, Diags,Maint) 60449700 AR * 

HMM Vol.2 (Parts Data,W/L) 60449710 AD * 

Troubleshooting Guide (TTG-200 Magnetic Tape Transport) 60463020 A * 

FA501 (BR810-A/B, 40003-200/203/204/205/206) Eng Svcs Diagnostic 
Disk For Flexible Disk Subsystem & CDCllO Microcomputer System 
Diagnostic Operators Guide 62940015 D * 

FA501-A/B/C/D (BR810-A/B, 40003-200/203/204/205/206) PLATO Flexible 
Disk Subsystem 
Operators Guide 62940005 H 3.00 

FA730-A (BR803, 1833-5) Flexible Disk Drive Controller 

HR/MM 96768800 E * 
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Hardware Manuals (Listed by Equipment Number) 

P20 00 Band Printer 

Installation & Instructions 60000184 01 * 

Schematics Package 60000182 01 10.00 

R20 5-A (FV720-A) CYBER Channel Coupler 

HMM 60459180 AN 59.00 

HRM 60459170 F 36.00 

E1205-B (FV720-B) CYBER Channel Coupler 
HMM 60000021 E 63.00 

V662-A Channel Access Option (Use FA211-A) 
767 0-A/B 844 Drive Option (Use FA211-A) 
V671-A/B Four FMD Option (Use FA211-A) 
V720-A CYBER Channel Coupler (Use FR205-A) 
V72 0-B CYBER Channel Coupler (Use FR205-B) 

W203-B/C (FW20 4-B/C/D,FW20 6-B/C,FW212-A,FV7 07-A,FV694-A,FJ131-A) 
Network Access Device (NAD) 
HMM (2 Vols) 60458760 AB * 

E269-A/B/C/D 25-KVA Frequency Converter 
HMM . 60456520- P 13.00 

H120/GH121 (2601-4/5) CDCNET 
Hardware Installation & Troubleshooting Maintenance 60000348 B 108.00 

E1222-E Refrigeration System (Use CYBER 20 Model 205) 
Ei441-A/B Power Distribution Unit (Use CYBER 170 Model 17 6) 

EI445-A/B (65044) 40-KVA Control Cabinet & Associated MGs 
HMM 60454720 U * 

fi446-A/B (65445) 80-KVA Control Cabinet & Associated MGs 
HMM 60455810 U * 

K425-A/B Battery Backup (Use CYBER 930) 
S428-A CDCNET Adapter (Use CYBER 930) 
K429-A/B Power Option (Use CYBER 930) 
K431-A CDCNET Adapter (Use CYBER 930) 
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Hardware Manuals (Listed by Equipment Number) 

Catalog Description Ftfl?I NOt ESSL Pric^ 

YA350-A Installation Kit (Use CYBER 930) 

YR107-B Enhanced Graphics /Firmware Option (Use 721-301) 



Hardware Manuals (Listed by Product/System) 
:atelOg D^criptJQn Publ No. ESI Prig^ 



yBER 18 Computer Systems 

Site Planning Kit (18-5/5M/10M/20/25/30) 96768510 Z * 

yBER 18 Equipment Cabinets (AA132-A, AA133, AA153, AA155) 

HR/MM 96768280 S * 

ySER 18 Large Memory Subsystem 

HR/MM (AT429,BA222) 60476080 G * 

YBER 70 Models 71,72,73,74,76 

MSL 100 Off-Line Maintenance Software Library RM (71-74,76 Modif) 60455770 F * 

MSI 130/140 Instant 60456900 D 44.00 

Refrigeration System HR/MM (7 6) (AA10 6-A) 60427800 R 15.00 

System Maintenance Monitor (SMM) RM (3 Vols) 60160600 F * 

yBER 170 Models 171,172,173,174,175,176 

Hardware Reference (176) (AA147-A/B) 60456100 N 43 . 00 

MSL 100' Off-Line Maintenaiice Software Library RM (171-175,176) .. 60455770 F * 

MSL 130/140 Instant 60456900 D 44.00 

Refrigeration System HR/MM (175) 60427800 R 15 . 00 

System Maintenance Monitor (SMM) RM (3 Vols) (171-175) 60160600 F * 

STBER 170 Models 720,730,740,750,7 60 

CM Theory, Diagrams HMM (720-760) (AA120-D,AA131-D) 60456130 H * 

Hardware Reference (720-760) (AA120-D,AA131-D) 60456100 N 43.00 

MSL 100 Off-Line Maintenance Software Library RM (720-760) 60455770 F * 

MSL 130/140 Instant 60456900 D 44.00 

Refrigeration System HR/MM (740-760) (AA120-D) 60427800 R 15.00 

yBER 170 Models 815,825,835,840,845,850,855,860,865,875,8153,8253 

Assembly Buffer Utility Reference (815,825,835,845,855) 60469330 C 10.00 

CM Theory, Diagrams HMM (8 65) (AA120-E) 60456130 H * 

CM Theory, Diagrams W/L HMM (875) 60458930 F * 

Codes Booklet (815,825,835,845,855) 60458100 G 6.00 

CP/CM L0-L3 Logic Diagrams HMM (3 Vols) (845,855) 60458180 L 76.00 

CP/CM L4 Logic Diagrams HMM (5 Vols) (845,855) 60458190 P 367.00 



Hardware Manuals (Listed by Product/System) 

Catalog D^criptipn Publ No. Rgx Price 

CP/CM Logic Diagram Symbols (2 Vols) (845,855) 60458120 F * 

CP /CM Maintenance, Parts Data HMM (845,855) 60458200 F * 

CP/CM Theory HMM (845/855) 60458170 F 45.00 

CP/CM Theory Diagrams HMM (865, 875) 60458220 D * 

CYBER Initialization Pkg (CIP) RM (8 65, 8 7 5, Non-Model 8XX/9XX) 60000422 B 26.00 

General Description HMM (815,825,835,845,855) 60459960 E * 

Hardware Operators Guide (840,850,860) 60463100 B * 

Hardware Reference (CYBER 170 State) (815, 825) 60469350 F * 

Hardware Reference (CYBER 170 State) (835,845,855) 60469290 H 69.00 

Hardware Reference (Virtual State) Vol.2 (815,825,835,845,855) .. 60458890 H 63.00 

Install/Checkout HMM (845,855) 60458160 F 28.00 

lOU Theory HMM (835,855) 60469310 02 * 

Maintenance, Parts Data HMM (865,875) 60458260 D 34.00 

Maint Registers Codes Booklet (CPU,CM,IOU) (815,825,835,845,855). 60458110 K 28.00 

MSL 130/140 Instant (865,875) 60456900 D 44.00 

MSL 140 Off-Line Maintenance Software Library RM (865,875) 60459860 G * 

MSL 15X CMSE Commands Card 60456600 J 14.00 

MSL 15X Model Independent Software RM (815,825,835,845,855) 60469390 T 62.00 

MSL 15X Off-Line Maint Software Library RM (815,825,835,845,855). 60456530 AB 43.00 

MSL 151 Maintenance Software Reference (815,825) 60469400 J 40.00 

MSL 153 Maintenance Software Reference (845,855) 60459140 K 19.00 

MSL 153 ACT3 Test Description RM (845,855) 60460010 H 7.00 

MSL 153 ANT3 Test Description RM (845,855) 60460020 D 29.00 

MSL 153 BPT3 Test Description RM (845,855) 60460030 K 9.00 

MSL 153 CMT3 Test Description RM (845,855) 60460040 H 13.00 

MSL 153 CST3 Test Description RM (845,855) 60460050 H * 

MSL 153 CTT3 Test Description RM (845,855) 60460060 D 6.00 

MSL 153 ICT3 Test Description RM (.845, 855) .....' 60460070 E * 

MSL 153 LMT3 Test Description RM (845,855) 60460090 K 25.00 

MSL 153 MAT3 Test Description RM (845,855) 60460150 A * 

MSL 153 MCT3 Test Description RM (845,855) 60460100 G 11.00 

MSL 153 MDT3 Test Description RM (845,855) 60460110 D 15.00 

MSL 153 0IT3 Test Description RM (845,855) 60460120 G 12.00 

MSL 153 SMT3 Test Description RM (845,855) 60460140 D * 

Multilevel Block Diagrams (MLBDs) HMM (825) 60469210 E 72.00 

Power Dist/Warning System, Cooling System HMM (815,825) 60456270 L * 

Refrigeration System HR/MM (865, 875) 60427800 R 15 . 00 

SMAQR Vol.1 (835,845,855) 60461750 D 16.00 

SMAQR Vol.2 (835,845,855) 60461751 E 49.00 



Hardware Manuals (Listed by Product/System) 

Catalog Description Publ No. Rgi Price 

:ybeR 180 Models 810, 830, 835, 840, 845, 850, 855, 860, 840S, 845S, 855S, 
840A, 850A, 8 60A, 87 0A, 65810, 65830 

Codes Booklet (810-860, 840S, 845S, 855S, 840A-870A) 60458100 G 6.00 

CP/CM L0-L3 Logic Diags HMM (3 Vol) (840-860, 845S, 855S, 840A-860A) 60458180 L 76.00 

CP/CM L4 Logic Diags HMM (5 Vol) (840-860, 840S-855S, 840A-870A) .. 60458190 P 367.00 

CP/CM Logic Diag Symbols (2 Vol) (840-860, 845S, 855S, 840A-860A) .. 60458120 F * 

CP/CM Maintenance, Parts Data HMM (845,855) 60458200 F * 

CP/CM Theory HMM (840, 845, 850, 855, 860, 840A, 850A, 860A) 60458170 F 45.00 

CYBER Initialization Pkg (CIP) RM (810, 815, 825, 830, 810A, 830A) ... 60000417 D 30.00 

CYBER Initialization Pkg (CIP) RM(835, 840, 845, 850, 855, 860, AB115A) 60000418 D 29.00 

CYBER Initialization Pkg (CIP) RM (840-860, 840A-870A) 60000419 D 32.00 

CYBER Systems Peripheral Diagnostics RM (840-860, 840A-870A) 60000144 L 48.00 

General Description HMM (810-860, 845S, 855S, 840A-860A) 60459960 E * 

Hardware Operators Guide (810, 830) 60469440 C * 

Hardware Operators Guide (840,850,860) 60463100 B * 

Hardware Operators Guide (840A, 850A, 860A, 870A) 60463590 C 14.00 

Hardware Reference (CYBER 170 State) (810,830) 60469420 C * 

Hardware Reference (CYBER 170 State) (835,840,845,850,855,860) .. 60469290 H 69.00 

Hardware Reference (CYBER 170 State) (840A, 850A, 860A, 870A) 60463560 C 23.00 

Hardware Reference (Virtual State) Vol.1 (810,830) 60469680 B * 

Hardware Reference (Virtual State) Vol.2 (810,830,835-860) 60458890 H 63.00 

Hardware Reference (Virtual State) Vol.2 (840A, 850A, 860A, 870A) .. 60463580 C 43.00 

Install/Checkout HMM (810,830) 60469450 D 16.00 

Install/Checkout HMM (840,850,860) 60461660 D * 

Install/Checkout HMM (845,855) 60458160 F 28.00 

Install/Checkout HMM (840S, 845S, 855S, 840A, 850A, 860A, 870A) 60463420 J 36.00 

lOU L0-L3 Diagrams HMM Vol. 1 . (840-860., 840S, 845S, 855Sv840A-870A) . 60463540 R 67.00 

lOU L4 Diagrams HMM Vol.2 (8'40-860, 845S, 855S, 840A-870A) 60462210 AY 190.00 

Logic Diagrams HMM (3 Vols) (810,830) 60469004 A * 

Maintenance, Parts Data HMM (810,830) 60469500 C 15.00 

Maint Reg Codes Bklt (CPU,CM, lOU) (810-860, 840S-855S,840A-870A) . 60458110 K 28.00 

Memory Increment 16/32 MB HMM (810,830) 60469860 A 21.00 

MSL 15X CMSE Commands Card 60456600 J 14.00 

MSL 15X Model Independent Software Reference (810-860) 60469390 T 62.00 

MSL 15X Off-Line Maintenance Software Library RM (810-860) 60456530 AB 43.00 

MSL 151 Maintenance Software Reference (810,830) 60469400 J 40.00 

MSL 153 Maintenance Software Reference (845,850,855,860) 60459140 K 19.00 

MSL 153 ACT3 Test Description RM (845, 855) 60460010 H 7.00 

MSL 153 ANT3 Test Description RM (845,855) 60460020 D 29.00 

MSL 153 BPT3 Test Description RM (845,850,855,860) 60460030 K 9.00 



Hardware Manuals (Listed by Product/System) 

CatatQg P^criptipn Publ No. ggx Price 

MSL 153 CMT3 Test Description RM (845,850,855,860) 60460040 H 13.00 

MSL 153 CST3 Test Description RM (845,850,855,860) 60460050 H * 

MSL 153 CTT3 Test Description RM (845,855) 60460060 D 6.00 

MSL 153 ICT3 Test Description RM (845,850,855,860) 60460070 E * 

MSL 153 LMT3 Test Description RM (845,850,855,860) 60460090 K 25.00 

MSL 153 MAT3 Test Description RM (845,855,840-860) 60460150 A * 

MSL 153 MCT3 Test Description RM (845,850,855,860) 60460100 G 11.00 

MSL 153 MDT3 Test Description RM (845,855), 60460110 D 15.00 

MSL 153 0IT3 Test Description RM (845,850,855,860) 60460120 G 12.00 

MSL 153 SMT3 Test Description RM (845,850,855,860) 60460140 D * 

Multilevel Block Diagrams (MLBDs) HMM (830) 60469470 L 32.00 

Multilevel Block Diagrams HMM (810/830) (AA161-A) 60469005 A 29.00 

Power Dist/Warning System HMM (810,830) 60455210 F 10.00 

Power Dist/Warning System W/L HMM (810, 830) 60461530 A * 

Power Dist/Warning System HMM (840-860, 840S, 845S, 855S, 840A-870A) . 60461620 R * 
Power Dist/Warning System W/L HMM (840-860, 845S,855S, 840A-870A) . GF60461890 D * 

Power & Temp Protect Systems HMM (840-860, 840S-855S, 840A-870A) .. 60433221 L 30.00 

Remote Technical Assistance Handbook (810-860) 60000078 D 13.00 

SMAQR Vol.1 (835-860) 60461750 D 16.00 

SMAQR Vol.2 (840-860) 60461751 E 49.00 

SMAQR Vol.1 (840S,845S,855S,840A,850A,860A,870A) 60463450 C * 

SMAQR Vol.2 (840S,845S,855S,840A,850A,860A,870A) 60463480 C * 

SMAQR Flowcharts Pocket Card (840S, 845S, 855S, 840A-870A) 60463490 D * 

System Logic Diagrams HMM (3 Vols) (65810,65830) 60469960 A * 

System Power Monitor (SPM) TSG (840-860, 840S, 845S, 855S, 840A-870A) 60463510 D * 

Theory Of Operation HMM (810,830) 60469460 B * 

Water Cooling System HMM (840-860, 840S, 845S, 855S, 840A-870A) 60461610 M 30.00 

CYBER 180 Models 990, 990E, 995E 

CM Maintenance, Parts Data HMM (990) 60458260 D 34.00 

CM Theory, Diagrams, W/L HMM (990) 60458930 F * 

Codes Booklet (990, 990E, 995E) 60458100 G 6.00 

CP Maintenance, Parts Data HMM (990, 990E, 995E) 60462150 P * 

CP /CM L0-L3 Diagrams HMM (5 Vols) (990, 990E, 995E) 60462100 K 354.00 

CP/CM L4 Diagrams HMM (10 Vols) (990, 990E, 995E) 60462190 AE 742.00 

CP/CM Logic Diagram Symbols (Vol. 1,2) (990) 60458120 F * 

CYBER Initialization Pkg (CIP) RM (990, 990E, 995E) (AT478A/481A) .. 60000419 D 32.00 

CYBER Systems Peripheral Diagnostics Reference (990, 990E, 995E) .. 60000144 L 48.00 

General Description HMM (990, 990E, 995E) 60459960 E * 

Hardware Operators Guide (990, 990E, 995E) 60460700 D * 



Hardware Manuals (Listed by Product/System) 

Catalog D^criptipn Publ No. Esi Pric^ 

Hardware Reference (CYBER 170 State) (990, 990E, 995E) 60469290 H 69.00 

Hardware Reference (Virtual State) Vol.1 (990, 990E, 995E) .... 60462090 H * 

Hardware Reference (Virtual State) Vol.2 (990, 990E, 995E) 60458890 H 63.00 

Install/Checkout HMM (990E,995E) 60463690 E * 

lOU L0-L3 Diagrams HMM Vol.1 (990, 990E, 995E) 60463540 R 67.00 

lOU L4 Diagrams HMM Vol.2 (990, 990E, 995E) 60462210 AY 190.00 

lOU HMM (990E,995E) (AT511-A/AT512-A) 60000346 N 23.00 

lOU W/L HMM (990, 990E,995E) GF60462200 J * 

Maintenance Registers Codes Booklet (CPU,CM,IOU) (990, 990E, 995E) . 60458110 K 28.00 

MSL 15X CMSE Commands Card 60456600 J 14.00 

MSL 15X Model Independent Software Reference (990) 60469390 T 62 . 00 

MSL 15X Of f-Line Maintenance Software Library RM (990, 990E, 995E) . 60456530 AB 43.00 

MSL 153/155 lOU Test Descriptions Reference (990, 990E, 995E) 60461920 K 49.00 

MSL 153/155 lOU Test Procedures Reference (990, 990E, 995E) 60461110 N 35.00 

MSL 155 Maint Software RM (CPU/Memory Tests) (990, 990E, 995E) 60000428 A 8.00 

MSL 155 Maintenance Software RM (Vector Tests) (990, 990E, 995E) .. 60000230 B 4.00 

Optional CM Upgrades Install /Checkout HMM (990, 990E, 995E) ....... 60000297 B 36.00 

Power Dist /Warning System HMM (990, 990E, 995E) 60461620 R * 

Power Dist/Warning System W/L HMM (990, 990E, 995E) GF60461890 D * 

Power & Temperature Protect Systems HMM (990, 990E, 995E) 60433221 L 30.00 

Remote Technical Assistance Handbook (990,995) 60000078 D 13.00 

SMAQR Vol.1 {990,990E,995E) ' 60462110 E 11.00 

SMAQR Vol.2 (990,990E,995E) '. 60462111 E 56.00 

System Power Monitor (SPM) Troubleshooting Guide (990, 990E, 995E) . 60463510 D * 

Water Cooling System HMM (990, 990, 995E) 60461610 M 30.00 

YBER 200 Model 205 Computer System 

CM Water Cooling System HMM 60461610 M 30.00 

Hardware Reference 60256020 F 79.00 

Power & Temperature Protect Systems HMM (Series 600 Memory) ..... 60433221 L 30.00 

08XC-OHI (698-XX) Magnetic Tape Unit (MTU) 

Logic Diagrams 60000174 A 26.00 

lOXC-OHI (308XC-OHI, 698-XX) CYBER Magnetic Tape Subsystem (CMTS) 

Hardware Operating 60000172 A 7.00 

Installation 60000178 B 40.00 

Maintenance 60000176 B 13 . 00 

Parts Catalog 60000179 A 8.00 

Theory Of Operation 60000175 A 10.00 



Hardware Manuals (Listed by Product/System) 

Catalog Description Publ No. Rgv Price 

Troubleshooting 60000177 B 40 . 00 

310XC-OHI (698-XX) Magnetic Tape Controller (MTC) 

Logic Diagrams 60000173 A . 43.00 

311XC-0HI (308XC-OHI,5698) CYBER Magnetic Tape Subsystem (CMTS) 

Hardware Operating Manual 60000407 A 40.00 

Installation 60000411 B 7.00 

Maintenance 60000409 A 40.00 

Parts Catalog , 60000412 A 40.00 

Theory Of Operations 60000408 A 40.00 

Troiobleshooting 60000410 A 15 . 00 

380-51 (CC5 98-C) NMS Console (Network Maint Station) 

Operation & Maintenance Guide 60000424 A 12 . 00 

380-170 (380-1,380-32) Network Access Device 

Troubleshooting Guide (Loosely Coupled Network) 60458550 F 23 . 00 

380-449 Network Access Device (FW213-B/C) 

Reference; Manual (Link NAD) 6000027 6 A 13.00 

537 Band Printer 

Maintenance 60000210 03 14.00 

Installation Instructions 60000209 02 * 

Operator Guide 6000020 8 02 * 

Parts Catalog 60000211 02 3.00 

Schematics Diagram 60000213 00 5.00 

Theory Of Operation 60000212 01 4.00 

553-1/556-1 (CT301-E,CT302-E) Print Station 

Printer Installation Instructions 62950167 A 3.00 

580 Fastrain Line Printer Equipment (CL702A-F,CL703A-F,CL704A-F) 

Field Service Vol.2 (Diagrams) GF91858800 B23 * 

585 Band Printer 

Maintenance 60000181 01 * 

Operators 60000186 01 * 

Parts Catalog 60000183 01 * 



Hardware Manuals (Listed by Product/System) 

Catalog D^criptipn Publ No. Rgx Price 

Theory Of Operation 60000185 00 * 

87 Band Printer 

Installation Instructions 60000439 01 13 . 00 

Maintenance 60000436 01 34.00 

Operator Guide 60000441 01 * 

Schematics Package 60000437 01 10.00 

Theory Of Operation 60000440 01 11.00 

77-2/3/4 Magnetic Tape Transports (Use 7021-31/32 Subsystem RM) 
79-2/3/4/5/6/7 Mag Tape Transports (Use 7021-31/32 Subsystem RM) 
98-XX Magnetic Tape Subsystem (Use 308XC-OHI, 310XC-OHI) 

98-10/11/12/20/21/22/30/31/062 CYBER Magnetic Tape Subsys (CMTS) 
User Guide . 60000009 C 14.00 

21 (CC634-A/CC638-A) Display Terminal 
Operator Guide/Installation Instructions 62940019 E * 

21 (CC634-A/B,CC638-A/B) Enhanced Display Terminal 
HRM , 62950102 B 27.00 

21-XO (CC634-A/CC638-A) Display Terminal 
Reference 62940020 E * 

21-21/31 Display Terminal 
Owners Manual 62950101 C 29.00 

21-301 (YR107-B) Enhanced Graphics /Firmware Option 
Reference 62950116 A 8.00 

22-10 (CC628-A/B) Display Terminal 

HMM (Site Info) - 62940003 U * 

HMM (Support Info) 62940004 P * 

Operator Guide/ Installation Instructions 62940002 M * 

22-30 Display Terminal 

HMM (Site Information) 62950138 D 14.00 

Owners Manual 62950139 C * 



Hardware Manuals (Listed by Product/System) 

Catalog Description ' Publ No. Rev Price 

72 6-20 (CK210) Serial Graphic Printer 

HMM (Site/Support Information) 62950109 E 28.00 

Owners Manual 62950107 D 17.00 

Reference 62950110 B 9.00 

727-40/55 (CK208/209) Letter Quality Printer 

HRM 62940065 B 6.00 

753 (CL114-A/B/C) Nonimpact Character Printer 

HMM (Site Information) 62940017 A * 

Operator Guide/Reference/Installation Instructions 62940016 A * 

834/836 Intelligent Small Disk (ISD) Subsystem 

HMM 60457210 K 23.00 

HRM 60455580 H * 

844-4X Double Density Disk Storage Unit (Use 7155) 
885 Disk Storage Unit (Use 7155) 

895 (7165-21/22,10555-1) Disk Storage Sxibsystem 

User Guide 60459190 F *; 

CYBER 930 Computer System 

Battery Backup Installation Guide 60469534 A * • 

CDCNET Adapter Installation Guide 60469533 B 1.00 

Customer Planning Guide .- 60469520 F 7.00 

CYBER Systems Peripheral Diagnostics Reference (930) 60000144 L 48.00 

Disk Option Installation Guide (9836-1) 60469535 A 4.00 

ICI-To-IPI Channel Converter Installation Guide 60469536 A * 

Installation Guide 60469530 G * 

Low-Speed Channel Converter Installation Guide 60469531 B * 

Mainframe Upgrade Installation Guide 60469537 B * 

Maintenance Guide 60459540 K 38.00 

Memory Increment Installation Guide 60469532 C 5.00 

Remote Console Installation Guide 60469555 C 3.00 

Safe Use & Operation 60469007 B * 

CYBER 960 & 970 Series Computer Systems 

Codes Booklet (960/962,970/972) 60458100 G 6.00 

CPU Level 3 Diagrams 60000117 C 48.00 
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Hardware Manuals (Listed by Product/System) 

"atelQg D^criptipn Puhl No. Rfii Prifig 

CPU Level 4 Diagrams 60000116 C 

CPU Maintenance Guide 60000123 D 

CPU Theory & Diagrams (Levels 0-2) 60000118 D 

CYBER Initialization Pkg (CIP) RM (960,970) 60000420 E 

CYBER Initialization Pkg (CIP) RM (962,972) 60000421 E 

CYBER Systems Peripheral Diagnostics Reference (960/962,970/972). 60000144 L 

CYBER 170 State Hardware Reference Guide 60000127 B 

lOU Maintenance Guide 60000130 AE 

lOU L0-L3 Theory/Diags HMM (AT511-A, AT512-A) 60000235 E 

lOU L4 Diagrams HMM (962-11/31/32, AT511-A, AT512-A,AT513-A) 60000236 T 

lOU Wires /Cables (960) (AT478-B) GF60000134 C 

lOU Wires /Cables (960) (AT478-C) GF60000446 B 

lOU Wires /Cables (960) (AT478-D) GF60000553 A 

Mainframe Complex Installation & Checkout Guide 60000120 G 

Mainframe Power & Environmental Subsystem Theory & Diagrams ..... 60000121 P 

Maintenance Software Library Reference 60000292 D 

MG Interface Unit (I/F) Hardware Maintenance Guide 60000124 C 

MSL 15X Model Independent Software Reference (960/962,970/972) .. 60469390 T 

MSL 15X Off-Line Maintenance Software Library Reference (960,962) 60456530 AB 

MSL 153/155 lOU Test Descriptions Reference (960/962,970/972) ... 60461920 K 

MSL 153/155 lOU Test Procedures Reference (960/962,970/972) 60461110 N 

Power & Environmental System Maintenance Guide 60000125 K 

Remote Technical Assistance Handbook (960, 962) 60000078 D 

System Removal Guide 60000615 01 

Troubleshooting Guide 60000122 G 

Virtual State Hardware Reference Guide Vol.1 : 60000132 C 

Virtual State Hardware Reference Guide Vol.2 60000133 C 

jTBER 992/994 Computer System 

Chassis 3 C/0 Tabs W/L (AD115-C/D, AD115-A&B W/AT500-A&B) GF60000392 A * 

Chassis 3 Crosstabs (AD115-C/D, AD115-A&B W/AT500-A&B) GF60000393 A * 

CM L0-L3 Diagrams HMM (5 Vols) (992,994) 60462100 K 354.00 

CM L4 Diagrams HMM (10 Vols) (992,994) 60462190 AE 742.00 

Codes Booklet (992, 994) 60458100 G 6.00 

CP Maintenance, Parts Data HMM (992,994) 60462150 P * 

CYBER Initialization Pkg (CIP) RM (992) 60000421 E 15.00 

CYBER Initialization Pkg (CIP) RM (994) 60000420 E 28.00 

CYBER Systems Peripheral Diagnostics Reference (992,994) 60000144 L 48.00 

Hardware Reference (CYBER 170 State) (994) 60469290 H 69.00 

Hardware Reference (Virtual State) Vol.1 (992,994) 60462090 H * 



* 
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Hardware Manuals (Listed by Product/System) 
Catalog Description Pub! No. g£v Price 

lOU L0-L3 Diagrams HMM Vol.1 (992,994) 60463540 R 67.00 

lOU HMM (992,994) (AT511-A/AT512-A) 60000346 N 23.00 

lOU W/L (992) (AT511-A/AT512-A) GF60000396 B * 

lOU W/L (994) (AT478-B/AT481-B) GF60000395 B * 

Maintenance Registers Codes Booklet (CPU,CM,IOU) (992,994) 60458110 K 28.00 

MSL 15X Model Independent Software Reference (992, 994) 60469390 T 62.00 

MSL 15X Off-Line Maintenance Software Library Reference (992,994) 60456530 AB 43.00 

MSL 153/155 lOU Test Descriptions Reference (992,994) 60461920 K 49.00 

MSL 153/155 lOU Test Procedures Reference (992,994) 60461110 N 35.00 

MSL 155 Maintenance Software RM (CPU/Memory Tests) (992,994) .... 60000428 A 8.00 

Optional CM Upgrades Install/Checkout HMM (992,994) 60000297 B 36.00 

Power Dist/Warning System HMM (992, 994) 60461620 R * 

Power Dist/Warning System W/L HMM (992, 994) GF60461890 D * 

Remote Technical Assistance Handbook (992,994) 60000078 D 13.00 

SMAQR Vol.1 (992,994) . . _. 60462110 E 11.00 

SMAQR Vol.2 (992,994) '. 60462111 E 56.00 

System Power Monitor (SPM) Troiibleshooting Guide (992,994) 60463510 D * 

Water Cooling System HMM (992, 994) 60461610 M 30 .00 

18 60-1/2 Magnetic Tape Subsystem 7-Track NRZI (Use BWIOI-A) 
1860-3/4 Magnetic Tape Subsystsm 9-Track, NRZI (Use BWIOI-A) 

CYBER 2000 Computer System 

CP/CM/CMC LO & Power /Environmental Diagrams 60000338 

Generic Maintenance Error Codes System Diagnostic Messages 60000582 

Hardware Reference Vol.1 60000330 

Hardware Reference Vol.2 60000331 

Installation Guide 60000329 

Introduction To Architecture 60000457 

lOU L0-L3 Theory/Diags HMM 60000235 

Maintenance Guide 600 00334 

MSL 15X Maintenance Software Library Reference 60000541 

MSL 15X Model Independent Software Reference 60469390 

MSL 153/155 lOU Test Descriptions Reference 60461920 

MSL 153/155 lOU Test Procedures Reference (2000S/V) 60461110 

PPS Diagnostics Reference 60000542 

Quick Reference Guide 60000335 

Service Processor Reference 60000540 

System Console Operations, Maintenance/Reference Operation Guide. 60000537 

System Console User Interface/CIP Reference 60000539 



10 



F 


28.00 


B 


12.00 


B 


12.00 


B 


60.00 


E 


18.00 


B 


6.00 


E 


43.00 


H 


63.00 


C 


21.00 


T 


62.00 


K 


49.00 


N 


35.00 


B 


27.00 


B 


46.00 


B 


* 


B 


9.00 


E 


18.00 



Hardware Manuals (Listed by Product/System) 

Catalog DescriptJQn Publ No« Bfix Price 

;551-l/2/3/4 (2552-2) Network Processor Unit 

HMM 60472000 M * 

;601-4/5 CDCNET (Use GH120/GH121) 
:629 CDCNET Adapter (Use CYBER 930) 

iOOO Series Computer System 

Peripheral Equipment Codes Instant 60113400 M 8.00 

1 680 CYBER Cartridge Tape Subsystem (CCTS) 

Automatic Cartridge Loader Illustrated Parts Catalog 60000506 A 20.00 

Automatic Cartridge Loader Maintenance Manual 60000507 A 31.00 

Cartridge Drive Logics 60000508 A 96.00 

Control Unit Logics (2 Vols) 60000509 A 184.00 

Illustrated Parts Catalog 60000523 A 11.00 

Installation Guide 60000691 A * 

Maintenance Manual (2 Vols) 60000502 A 80.00 

Operators Guide 60000504 A * 

Part Number Compatibility Manual 60000503 A * 

Remote Diagnostic Account Equipment Installation Manual 60000505 A * 

Theory Of Operation (2 Vols) ' 60000501 A * 

User's Guide (5680-11,5682-12/14) : 60000456 A 11.00 

698 CYBER Magnetic Tape Subsystem (Use 311XC-0HI, 308XC-OHI) 

698-10/11/12 CYBER Magnetic Tape Subsystem (CMTS) 

User's Guide 60000397 A 6.00 

744 Automated Cartridge Subsystem (ACS) 

Automated Cartridge Exercise System User Guide 60000517 B * 

Assembly & Installation Manual 60000510 A * 

Illustrated Parts Catalog 60000512 A * 

Installation & Service 60000516 B 30 . 00 

Library Control Unit (LCU) Logic 60000514 A 22 . 00 

Library Management Unit (LMU) Logic 60000515 A 32 . 00 

Library Storage Module (LSM) Logic . 60000513 A 39 . 00 

Maintenance Manual 60000511 A * 

Part Number Compatibility Manual 60000520 A * 

Programmers Guide 60000521 A * 
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Hardware Manuals (Listed by Product/System) 



C^t^lQg D^criptJQn Publ No. Rgv Price 

System Administrator 's Guide 60000519 B 46.00 

System Programmer's Guide 60000518 B 56.00 

5830 Disk Array Subsystem (DAS) 

Configuration Guide . 60000494 F 7.00 

Reference - 60000552 L 17.00 

5831 Disk Array Subsystem (DAS) Controller 

Reference 60000551 F 13.00 

5835-14/15 Shared DAS Options 

Installationlnstructions 60000632 A 3.00 

5837 and 5838 Disk Drives For 5830 Disk Array Subsystem (DAS) 

Reference 60000590 C 12.00 

6000 Computer Systems (6014,6015,6200,6400,6500,6600,6700) 

Central/Peripheral Processor Instructions Card 60164500 C 33.00 

MSL 100 Of f-Line Maintenance Software Library Reference 60455770 F " * 

MSL 130/140 Instant 60456900 D 44.00 

System Maintenance Monitor (SMM) RM (3 Vols) 60160600 F * 

7021-31/32 (7021-41/42, FA450-A/B/C/D,FV619-A/B,FV620-A,FV632-A, 
677-2/3/4,679-2/3/4/5/6/7) Adv Tape Subsystem Mag Tape Controllers 

Subsystem Reference 60449600 L * 

HMM Info (Use FA450-A/B/C/D) 

7155 (FA211-A/B,844-4X, 885) Disk Storage Subsystem 

Off-Line Maintenance Library Reference 60459080 B * 

Reference 60455860 L 9.00 

Troubleshooting Guide 60456010 N 14.00 

7155-lX Disk Storage Subsystem 

Operator Maintenance Guide 60456650 E 4.00 

7165-21/22 Mass Storage Controllers (Use 895) 
7221-1 ISMT Adapter (Use FA165-A) 
7221-11 Tape Adapter (Use CYBER 930) 
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Hardware Manuals (Listed by Product/System) 

Hatalog Description Publ No. Rgi Price 

990 (7990-31) Tape Storage Subsystem 
Installation Manual (7990-31) 60000534 A 19.00 

990-11/12 (7991-11/12) Tape Storage (Use BE604-A) 

990-31 (7991-12) Tape Storage Siibsystem 
Maintenance Manual 60000525 A 45.00 

991-12 Storage Module (Use 7990-31 Tape Storage Subsystem) 

992-10 Tape Storage Subsystem 
Installation 60000528 A 19.00 

000 CYBER Disk Storage Sxibsystem (CDSS) 
Usage Guide - 60000620 C 12.00 

334 (CK130-A/B) Matrix Printer 
Operator Installation & Reference 15051290 B * 

639 Tape Subsystem (Use CYBER 930) 

730-1 Tape/Disk Subsystem (Use CYBER 930) 

B36 Disk Subsystem Or Disk Cable (Use CYBER 930) 

B53-XX Disk Storage Subsystem (DSS) 
Installation & Maintenance 60000225 D 4,00 

D555-1 Upgrade Option (Use 8 95) 

3001-1/2 Data Channel Converter 
HRM 60458990 D * 

3002-3 System Console (CYBER 810/830) (Use CC599) 

9002 Console (Use CYBER 930) 

5002-11/19002-12 System Console (CYBER 930) (Use CC599) 

raER 19003 System Console (CC598-A/B/D/E) 
Operation & Maintenance Guide 60463610 J 20.00 

3101 Memory Increment (Use CYBER 930) 

3102 Channel Converter (Use CYBER 930) 

C - 13 



Hardware Manuals (Listed by Product/System) 



Catalog Description 



Publ No. Rgx Price 



19103 I/O Cluster (Use CYBER 930) 

19104 Battery Backup (Use CYBER 930) 

19107 Processor Upgrade Or Mainframe Upgrade Or Processor 

Increment (Use CYBER 930). 
19112 Memory Increment (Use CYBER 930) 



19404-1/2/3/10/11/12 CYBER Channel Coupler (CCC) 

HMM 60000496 D 

HRM 60000495 A 

40003-22/23 Information Systems Terminal II 

HMM (Site & Support Info) 62940007 J 



66.00 
18.00 



40003-200/203/204/205/206 PLATO Flex Disk Siibsy (Use FA501-A/B/C/D) 

65044 Control Cabinet (Use GH445-A/B) 

65445 Control Cabinet (Use GH44 6-A/B) 

65639 Special Cable Adapter (Use CYBER 930) 

65810/65830 (AA179-A) Comp Sys (Use CYBER 180 Models 65810/65830) 



CYBER 65850 Optical Storage System 

HMM Vol.1 60000349 B 

HMM Vol.2 (Diagrams) 60000350 A 

99020 HPS Controller 

Reference 60000559 F 



15.00 
25.00 
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Software Manuals 



(Listed by Operating System) 



Software Manuals (Listed by Operating System) 

Catalog Description Pub! No. Rev Price 

JNIX 



Administrator's Manual for ICEM Plus (910-500) 60000371 

AMIGAS II Programmer's Reference 60000264 

Desktop Manager Tutorial 60000569 

Desktop Manager User's Guide 60000563 

Desktop Manager 1 - Installation Guide 60000694 

Desktop Manager 1 . User Release Bulletin 60000696 

DUCT 10 OFF Keyboard Overlay DUCTKEYPD 

EDL CGM-View Plotting Interface Guide .' 60000703 

EDL Database Administration Reference . 60000575 

EDL DynaText for PC Interface Guide 60000699 

EDL DynaText Interface Guide 60000 569 

EDL Integrator Customization Manual 60000574 

EDL Integrator Toolkit API Reference 60000695 

EDL Integrator Toolkit Overview and Guidelines 60000664 

EDL Integrator Toolkit Reference Manual 60000666 

EDL Networked Information Manager Administrator's Guide 60000573 

EDL Networked Object Manager Administrator's Manual 60000663 

EDL Networked Object Manageir Database Administration Manual 60000665 

EDL Networked Object Manager User's Manual 60000 662 

EDL Personal Product Data Manager Release Notes 60000706 

EDL Personal Product Data Manager User's Guide 60487003 

EDL Pro/ENGINEER Interface Guide 60000708 

EDL Process Manager User ' s/ Administrator 's Manual 60000667 

EDL Product Structure Controller User's Manual 60000577 

EDL Product Structure Manager User's/Administrator's Manual 60000668 

EDL Release Manager User's Manual , 60000576 

EDL User Access User ' s Manual 60000572 

EDL 5.x to EDL 6.0 Upgrade and Conversion Guide 60000593 

EDL 6.0 Installation Guide 60000 592 

EDL 6.0 User Release Bulletin 60000 697 

FrameMaker Interface Guide 60000 698 

ICEM Advanced Design Reference (Ver. 3.2) 60000205 

ICEM Advanced Surface Milling Reference (Ver. 3.2) ... 60000683 

ICEM Basic Construction Reference (Ver. 3.2) 60000202 

ICEM Bend/Unbend Reference 60000223 

ICEM CFD/CAE FRONTAL Version 3.1.2.1 User's Manual 60000648 



D 
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5.00 
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3.00 



Software Manuals (Listed by Operating System) 

Catalog Description Puhl No. HfiY £ri££ 

ICEM CFD/CAE GLOBAL Version 3.1.2.1 User's Manual 60000654 C 4.00 

ICEM CFD/CAE INPUT Version 3.1.2.1 User's Manual 60000647 C 3.00 

ICEM CFD/CAE LEO Grid Visualizer Version 3.1.2.1 Reference Manual 60000657 C 4.00 

ICEM CFD/CAE Manager Version 3.1.2.1 User's Manual 60000658 D 5.00 

ICEM CFD/CAE MULCAD Version 3.1.2.1 Reference Manual 60000649 E 35.00 

ICEM CFD/CAE Output Interface Version 3.1.2.1 Library Description 60000659 A 5.00 

ICEM CFD/CAE Output Interface Version 3.1.2.1 Standard O/I Desc. 60000656 C 7.00 

ICEM CFD/CAE PADAMM Version 3.1.2.1 Reference Manual 60000650 C 3.00 

ICEM CFD/CAE PADAMM V3. 1.2.1 Intfc User Def Interpol & Relax Sch. 60000651 F 4.00 

ICEM CFD/CAE P-CUBE Version 3.1,2.1 Reference Manual 60000660 A 4.00 

ICEM CFD/CAE TAURUS Version 3.1.2.1 Reference Manual 60000652 C 7.00 

ICEM CFD/CAE TAURUS Interface Version 3.1.2.1 Description 60000653 C 3.00 

ICEM CFD/CAE TETRA Version 3.1.2.1 User's Manual 60000655 C 4.00 

ICEM CGM-Spooler Extended User's Guide 60000724 A 6.00 

ICEM CGM-Spooler User's Guide 60000723 A 8.00 

ICEM Data Management Reference (Ver. 3.2) 60000204 E 65.00 

ICEM Design/Drafting Tutorial 60000646 01 13.00 

ICEM DIN Drafting Functions Reference (Ver. 3.1) 60000586 E * 

ICEM Drafting Functions Reference (Ver. 3.2) 60000203 E 37.00 

ICEM DXF Translator Reference (Ver. 3.1) 60000626 B 5.00 

ICEM GPL Reference (Ver. 3.2) 60000207 E 34.00 

ICEM Hydraulics Reference 60000272 A * 

ICEM IGES Translator's Reference (Ver. 3.2) 60000148 E 13.00 

ICEM Instant /Global Glossary Reference (Ver. 3.2) 60000149 E 31.00 

ICEM Interface Guide 60000700 A 6.00 

ICEM Introduction & System Controls Reference (Ver. 3.2) 60000201 E 42.00 

ICEM Numerical Control-Basic Reference (Ver. 3.2) 60000684 B 39.00 

ICEM Numerical Control Reference (Ver. 3.2) 60000206 E 75. 00 

ICEM ORGA User's Reference and Customization Manual (Ver. 3.1) .. 60000386 A 34.00 

ICEM Parametric Modeler Administration Guide 60000638 02 5.00 

ICEM Parametric Modeler Cabling User's Guide 60000639 02 6.00 

ICEM Parametric Modeler Composites User's Guide 60000675 01 3.00 

ICEM Parametric Modeler Connector Library Catalog 60000641 02 40 . 00 

ICEM Parametric Modeler Drawing User's Guide 60000606 04 34.00 

ICEM Parametric Modeler Finite Element Modeling User's Guide .... 60000604 04 5.00 

ICEM Parametric Modeler Fundamentals Manual 60000602 04 15.00 

ICEM Parametric Modeler Installation Guide 60000642 02 9.00 

ICEM Parametric Modeler Interface Guide 60000415 08 9.00 

ICEM Parametric Modeler Manufacturing User's Guide 60000603 04 28.00 

ICEM Parametric Modeler Master Indices 60000607 04 11.00 



Software Manuals (Listed by Operating System) 
Catalog Description Publ No» Rev Price 

ICEM Parametric Modeler Mold Design User's Guide 60000676 01 

ICEM Parametric Modeler Moldbases & Component Parts Catalog 60000 577 01 

ICEM Parametric Modeler Parts & Assemblies Modeling User's Guide. 60000601 04 

ICEM Parametric Modeler Project User's Guide 60000 605 04 

ICEM Parametric Modeler Pro/Library Parts & Features Catalog .... 60000630 03 

ICEM Parametric Modeler Pro/VIEWONLY User's Guide 60000674 01 

ICEM Parametric Modeler Sheet Metal User's Guide 60000624 03 

ICEM Parametric Modeler TOOLING Library Catalog 60000640 02 

ICEM PART Version 1.0 User's Manual 60000678 A 

ICEM Solid Modeling/ Analysis Reference (Ver. 3.0) 60000147 C 

ICEM SURF Ver. 1.6 Reference Vol.1 (Intro. & Service Functions) . 60000685 03 

ICEM SURF Ver. 1.6 Reference Vol.2 (Geometry Functions) 60000686 03 

ICEM TVDA Translator Reference (Ver. 3.1) 60000625 D 

ICEM 3D Sketcher Reference (Ver. 3.1) 60000631 B 

ICEM V2 DDN Tablet Overlays (Ver. 2.1.1) 60000240 C 

ICEM V2 Facilities Tablet Overlay (Ver. 2.0) 60000231 A 

I/BURN Reference Manual (Ver. 2.2, 5/93) DMA502770 

I/BURN Training Guide (Ver. 2.2, 5/93) DMA502680 

I/CIGES User's Guide (5/93) DWA000250 

I /CMM Reference Manual (Ver. 2.2, 5/93) DMA503150 

I/CMM Training Guide (Ver. 2.2, 5/93) DMA503050 

I /DESIGN Productivity Guide (Ver. 2.2, 5/93) DMA001910 

I/DESIGN Training Guide - Modeling (Ver. 2.2, 5/93) DMA001640 

I/DNC User's Guide (Ver. 2.2, 5/93) DMA000140 

I/DXF User's Guide (Ver. 2.2, 5/93) DWA001740 

I/EMS Basics Training Guide (Ver. 2.2, 5/93) DMA1036C0 

I/EMS Detailing Training Guide (Ver. 2.2, 5/93) DMA110630 

I/EMS Freeform Training Guide (Ver. 2.2, 5/93) DMA112010 

I/EMS I/Render User's Guide (Ver. 2.2, 5/93) DMA111220 

I/EMS Modeling Training Guide (Ver. 2.2, 5/93) DMA111130 

I/EMS Reference Manual (Ver. 2.2, 5/93) DMA103790 

I/EMS Revise User's Guide (Ver. 2.2, 5/93) DMA109730 

I/FEM Neutral File System Specification Reference Manual (10/92) . DMA101960 

I /FEM Reference Manual (Ver. 2.2, 5/93) DMA100950 

I/FEM Training Guide (5/93) DMA100850 

I/FOLD Reference Manual (Ver. 2.2, 5/93) DMA502970 

I/FOLD Training Guide (Ver. 2.2, 5/93) DMA502870 

I/IGES User's Guide (5/93) DWA000660 

I /MAXMILL Reference Manual (Ver. 2.2, 5/93) DMA501880 

I/MAXMILL Training Guide (Ver. 2.2, 5/93) DMA501980 
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Software Manuals (Listed by Operating System) 

CatelQg P^criptipn £^M^ia> Rgv Price 

I/MILL Reference Manual (Ver. 2.2, 5/93) DMA501680 

I/MILL Training Guide {Ver. 2.2, 5/93) DMA501780 

I/NC MLO Training Guide (Ver. 2.2, 5/93) DMA507640 

I/NC MLO User's Guide (Ver. 2.2, 5/93) DMA507540 

I/NC Programmer's Reference Manual (Ver. 2.2, 5/93) DMA501370 

I/PPL User's Guide (4/91) DNA002530 

I /PUNCH Reference Manual (Ver. 2.2, 5/93) DMA502380 

I /PUNCH Training Guide (Ver. 2.2, 5/93) DMA502260 

I/TURN Reference Manual (Ver. 2.2, 5/93) DMA502080 

I/TURN Training Guide (Ver. 2.2, 5/93) DMA502180 

I/VDAFS User's Guide (5/93) DWA001060 

I/VDAIS User's Guide (5/93) DWA001640 

I/WIRE Reference Manual (Ver. 2.2, 5/93) DMA502580 

I/WIRE Training Guide (Ver. 2.2, 5/93) DMA502480 

Mechanical Guide to Software Fundamentals - Motif (5/93) DMA111510 

Metaphase 1 .1 AutoCad Interface Guide MT00130 

Met aphase 1 . Configuration Guide MTO 12 9 

Metaphase Desktop Manager Getting Started Tutorial MT00115 

Metaphase Desktop Manager User Release Bulletin MTO Oil 6 

Metaphase Desktop Manager User ' s Manual MT00114 

Metaphase DynaText for PC Interface Guide MTO 0113 

Metaphase DynaText Interface Guide i MT00109 

Metaphase FrameMaker Interface Guide i MTO 0121 

Metaphase Image Services Installation/User's Guide MT00124 

Metaphase 1 . Installation Guide MTO 0111 

Metaphase Integrator Toolkit API Reference MT00105 

Metaphase Integrator Toolkit Overview and Guidelines MTO 010 4 

Metaphase Integrator Toolkit Reference MTO 010 6 

Metaphase Interface to Mentor Graphics Release Notes & User Guide MT00119 

Metaphase Networked Object Manager Administrator's Manual MTOOlOl 

Metaphase Networked Object Manager Database Administration Ref . . MT00102 

Metaphase Networked Object Manager User's Manual MTOOIOO 

Metaphase Personal PDM Release Notes MT00117 

Metaphase Personal PDM User ' s Guide MT00123 

Metaphase Pro/ENGINEER Interface Guide MTO 0120 

Metaphase Process Manager User's/Administrator's Manual MT00107 

Metaphase Product Structure Manager User's/Administrator's Manual MT00108 

Metaphase 1 . 1 Upgrade and Conversion Guide MTO 0103 

Metaphase 1 . User Release Bulletin MT00112 

ORACLE for Silicon Graphics IRIS 4 Series Install/User Ver 6.0.32 41621420 
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Software Manuals (Listed by Operating System) 

Catalog D^griptJQn Publ No. Rgx Price 

ORACLE for Silicon Graphics IRIS 4D Release Bulletin Ver.6.0.36 . 41621439 A 16.00 

ORACLE CASE*Designer Error Messages Ver. 1.1 41621436 A 43.00 

ORACLE CASE*Designer User's Guide and Tutorial Ver. 1.1 41621437 A 64.00 

ORACLE CASE*Dictionary Messages Ver. 5.0 41621434 A 23.00 

OEIACLE CASE*Dictionary Reference Guide Ver. 5.0 41621440 A 37 .00 

ORACLE CASE*Generator for SQL*Forms/SQL*Menu Tut & Ref Ver. 2.0 . 41621441 A 46.00 

ORACLE CASE*Generator for SQL*ReportWriter/SQL*Plus Tut/Ref VI . . 41621442 A 27.00 

ORACLE SQL*QMX User's Guide Ver. 1.0 41621433 A 46.00 

Sort User's Manual 60489700 A 19.00 

UNIPLOT V3.2 Reference 84003490 E 17.00 

X windows for NOS/VE User Guide 60000673 B 10.00 
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Software Manuals (Listed by Operating System) 

Catalog P^criptipn Publ No. Egv Price 

Network Management for SUN Systems 



NetLabs /Discovery User's Guide 62941058 A 9.00 

Net Labs /DualManager Programmer's Reference Manual 62941059 A 28.00 

NetLabs /Manager Configuration Guide 62941056 A 46.00 

NetLabs /Manager Operations Guide 62941057 A 16.00 
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Software Manuals (Listed by Operating System) 

Hatalog Description P»i?I NOr Esi Prigg 

iosrvE 1 



SYSTEMS 

Accounting Analysis System Usage 60463923 

Accounting & Validation Utilities for Dual State Usage 60458910 

Desktop/VE Host Utilities Usage , 60463918 

File Archiving Usage • • • • 60463944 

File Editor Tutorial/Usage 60464015 

Global Index Reference '. 604 64010 

LCN Configuration & Network Management Usage 60463917 

Network Management Usage 60463916 

Operations Usage 604 63914 

Screen Formatting Usage 60488813 

System Performance & Maintenance Vol.1: Performance Usage 60463915 

System Performance & Maintenance Vol.2: Maintenance Usage ....... 60463925 

APPLICATIONS 

Ada for NOS/VE Reference 60498118 

Ada for NOS/VE Usage 60498113 

Advanced File Management Usage 60486413 

AMIGAS II Administrator's Manual 60000263 

AMIGAS II Programmer's Reference 60000264 

APL File Utilities Usage , 60485814 

APL Language Definition 60485813 

BASIC Summary '. 60486319 

BASIC Usage v . 60486313 

Build Utility Usage 60487413 

C for NOS/VE Usage & Reference 60469830 

C Version 2 Usage & Reference 60469831 

Cartridge System/VE for 5744 Usage 60463928 

Cartridge System/VE for 7 992 Usage 604 63927 

CDCNET Batch Device User Guide 60463863 

CDCNET Commands Reference 60000414 

CDCNET Conceptual Overview 60461540 

CDCNET Configuration Guide 604 61550 

CDCNET Network Management Station Operator's Guide 60000568 

CDCNET Network Operations & Analysis 604 61520 

CDCNET Product Configurator Summary 60083919 

CDCNET Product Descriptions . 60460590 
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Software Manuals (Listed by Operating System) 

Catalog D^criptipn Ptf<?l NOt Esi Price 

CDCNET TCP/IP Prograinming Interfaces & Applications Reference ... 60000214 K 75.00 

CDCNET Terminal Interface Usage 604 63850 J 45. 00 

CML/VE Reference 60000019 K 12 . 00 

COBOL Usage 60486013 P 91.00 

Commands & Functions Reference 60464018 P 107 . 00 

Coinmon Lisp - The Language 60486201 A 127 . 00 

CONNECT for the IBM PC VI . 1 User Guide (For Z-100) 60462560 B 36.00 

CONNECT for the IBM PC VI . 4 User Guide 60000180 B 10.00 

CONNECT Plus for the IBM PC VI . User's Guide 60000388 A 9.00 

Control Data Software Support Usage 60494500 D 7.00 

Control Data Software Support Sxommary Card 60494519 D 1.00 

CYBER 930 Guide to Operations 60469560 H 15 . 00 

CYBIL File Management Usage 60454114 M 62 , 00 

CYBIL Keyed-File & Sort/Merge Interfaces Usage 60464117 K 63.00 

CYBIL Language Definition Usage 604 64113 K 145 . 00 

CYBIL Language Services' Usage 60487300 B 7.00 

CYBIL Sequential & Byte-Addressable Files Usage 60464116 E 16.00 

CYBIL System Interface Usage 60464115 L 72 . 00 

Debug Usage 60488213 E 68.00 

Desktop Manager for NOS/VE Tutorial 60000722 A 4.00 

Desktop Manager for NOS/VE User's Manual 60000721 A 15.00 

Desktop/VE for Macintosh Usage 60464503 C 25.00 

Diagnostic Messages Usage 60464613 T 135 .00 

Diagnostic Virtual System Usage 60469720 N 27 . 00 

DM Command Procedures Reference 60487905 ElE 37.00 

DM Concepts & Facilities ...........•: :'. 60487900 ElE 77.00 

DM Error Message Summary 60487906 ElE 43.00 

DM Fundamental Query & Manipulation 60487903 ElE 81.00 

DM System Administrator's Reference 60487902 ElE 24.00 

DM Utilities Reference 60487901 ElE 60 . 00 

DUCT 10 OFF Keyboard Overlay DUCTKEYPD 15 . 00 

DWB/VX Introduction & User Reference 60469890 B * 

EDL Database Administration Reference 60000575 B 33 . 00 

EDL Integrator Customization Manual 60000574 B 72 . 00 

EDL Networked Information Manager Administrator's Guide 60000573 B 12.00 

EDL Product Structure Controller User's Manual 60000577 B 5.00 

EDL Release Manager User's Manual 6000057 6 B 9.00 

EDL User Access User ' s Manual 60000572 B 37.00 

File Server for STORNET & ESM II Usage 60000190 F 16.00 

FORTRAN Keyed-File & Sort/Merge Interfaces Usage 60485917 D 51.00 
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Software Manuals (Listed by Operating System) 

Catalog D^criptJQn Puhl No. BfiX Price 

FORTRAN LIB99 Usage 60485915 E 

FORTRAN Topics for FORTRAN Programmer's Usage 60485916 B 

FORTRAN VI Language Definition Usage 60485913 N 

FORTRAN V2 Language Definition Usage ., 60487113 J 

FTAM/VE Usage 60000455 A 

HPA/VE Reference 60461930 P 

ICEM Advanced Design Reference (Ver. 3.2) . 60000205 E 

ICEM Advanced Surface Milling Reference (Ver, 3.2) 60000683 C 

ICEM Basic Construction Reference (Ver. 3.2) 60000202 E 

ICEM Bend/Unbend Reference 60000223 02 

ICEM Data Management Reference (Ver. 3.2) 60000204 E 

ICEM DIN Drafting Functions Reference (Ver. 3.1) 60000586 E 

ICEM Drafting Functions Reference (Ver. 3.2) 60000203 E 

ICEM DXF Translator Reference (Ver. 3.1) 60000626 B 

ICEM GPL Reference (Ver. 3.2) 60000207 E 

ICEM Hydraulics Reference 60000272 A 

ICEM IGES Translator's Reference (Ver. 3.2) 60000148 E 

ICEM Instant/Global Glossary Reference (Ver. 3.2) 60000149 E 

ICEM Introduction & System Controls Reference (Ver. 3.2) ........ 60000201 E 

ICEM Numerical Control-Basic Reference (Ver. 3.2) 60000684 B 

ICEM Numerical Control Reference (Ver. 3.2) 60000206 E 

ICEM ORGA User's Reference and Customization Manual (Ver. 3.1) .. 60000386 A 

ICEM Solid Modeling/Analysis Reference (Ver. 3.0) 60000147 C 

ICEM TVDA Translator Reference (Ver. 3.1) 60000625 D 

ICEM 3D Sketcher Reference (Ver. 3.1) 60000631 B 

ICEM V2 DDN Tablet Overlays (Ver. 2.1.1) 60000240 C 

ICEM V2 Facilities Tablet Overlay (Ver, 2.0) 60000231 A 

IM/Control Usage 60488913 C 

IM/DM Installation & User's Guide 60487907 B 

IM/Fast Administration Usage 60487513 B 

IM/Fast Prograiraning Usage 60487514 B 

IM/Quick Usage 60485713 A 

IM/Smart Usage 60488513 C 

Introduction Tutorial 60464012 D 

IPF2 Application Reference 84001950 G 

LISP Langauge Definition Usage Supplement 6048 6213 B 

Mail/VE V2 Administration Usage . 60464515 H 

Mail/VE V2 Usage 60464514 H 

Malet/VE Reference 60461940 J 

Math Library Usage 6048 6513 J 
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Software Manuals (Listed by Operating System) 

Catalog Description Pu<?t NOt Es i Price 

Migration from IBM to NOS/VE Tutorial /Usage 60489507 B 

Migration from NOS to NOS/VE Usage 60489503 I 

Migration from NOS/BE to NOS/VE Standalone Tutorial/Usage 60489506 E 

Migration from NOS/BE to NOS/VE Tutorial/Usage 60489505 G 

Migration from VAX /VMS to NOS/VE Tutorial/Usage 60489508 F 

Network Transfer Facility Usage 60000 628 A 

Object Code Management Usage 60464413 L 

Online Manual Systems Usage (Topics & Context) 60488403 F 

Optical Storage System Usage 60463926 B 

Pascal Summary 60485619 B 

Pascal Usage 60485613 J 

Professional Programming Environment Usage 60486613 G 

Prolog Usage 60486713 B 

Removable Media Management System Usage 60463947 C 

SCL Advanced File Management Summary 60486419 E 

SOL Advanced File Management Tutorial 60486412 B 

Screen Design Facility/Data Management Usage 60488 618 C 

Screen Design Facility/Screen Formatting Usage 60488 613 J 

Security Administration Usage 604 63945 B 

Socket Network Access Package Reference 60487002 D 

Source Code Management Usage , 60464313 J 

System Usage 60464014 P 

Terminal Definition Usage 60464016 E 

UNIPLOT V3 .2 Reference 84003490 E 

User Validation Usage 60464513 K 

VX/VE Administrator Guide & Reference 60469770 H 

VX/VE An Introduction for UNIX Users 60469980 F 

VX/VE Programmer Guide 60469790 E 

VX/VE Programmer Reference 604 69820 H 

VX/VE User Guide 60469780 F 

VX/VE User Reference 60469810 H 

X Windows for NOS/VE User Guide 60000673 B 

5744 ACS Automated Cartridge Exercise System User Guide 60000517 B * 

5744 ACS Installation & Service 60000516 B 30.00 

5744 ACS Programmer's Guide 60000521 A * 

5744 ACS System Administrator's Guide 60000519 B 46.00 

5744 ACS System Programmer's Guide 60000518 B 56.00 

BASISPLUS FOR NOS/VE 

Documentation Guide for BASISplus (2/15/94) 60487821 E 1.00 
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Software Manuals (Listed by Operating System) 

Catalog Description Ftf 1?1 NOt Bfil Fric^ 

BASISplus Command Procedures 60487810 B 40.00 

BASISplus Command Syntax Summary (OBSOLETE No Replacement) 60487807 A 

BASISplus Complete FIND Handbook 60487825 B 26.00 

BASISplus Database Definition and Development 60487801 B 51.00 

BASISplus Database Loading and Maintenance 60487820 B 51 . 00 

BASISplus Database Planning and Design 60487800 B 18 .00 

BASISplus/Express Vol.1 Retrieval and Update 60487802 A 22.00 

BASISplus/Express Vol.2 Database Definition ,. 60487803 A 22.00 

BASISplus/Express-W 60487804 A 22.00 

BASISplus Interactive FQM Commands 60487805 B 40.00 

BASISplus Interactive FQM Quick Reference 60487806 A 11.00 

BASISplus Markup and Style Guide 60487812 B 32.00 

BASISplus Master Index 60487811 A 39.00 

BASISplus Programming Vol.1 Conventional Records 60487808 A 82.00 

BASISplus Programming with DHI 60487809 B 58.00 

BASISplus Reports 60487814 A 33 . 00 

BASISplus Screens 60487815 B 41.00 

BASISplus System Administration for NOS/VE 60487819 B 40.00 

BASISplus Thesaurus 60487817 B 35.00 

Getting Started in BASISplus (Application Building Made Easy) ... 60487824 A 9.00 

IM/BASISplus Installation & User's Guide Usage ,. . 60487023 A 20.00 

Upgrading from IM/DM to IM/BASISplus Usage 60487823 A 16.00 

ORACLE FOR NOS/VE VERSION 6.0 

Documentation Guide for ORACLE (4/29/94) ........................ 60488052 M 2.00 

Database Administrator's Guide Ver. 6.0 41621233 D 76.00 

Error Messages & Codes Manual Ver. 6 . Q. 41621236 C 25.00 

Installation & User's Guide Ver. 6.0.27.7 60488014 C 42.00 

Installation & User's Guide Ver. 6.0.27.9 60488014 D 42.00 

Installation & User's Guide Ver. 6.30 60488014 E 42.00 

Installation & User's Guide Ver. 6.0.33 60488014 F 42.00 

PL/SQL User's Guide & Reference Ver. 1.0 60488031 A 32.00 

PRO*C Supplement to the ORACLE Precompilers Guide Ver. 1.3 60488047 A 30.00 

PRO*COBOL Supplement to the ORACLE Precompilers Guide Ver. 1.3 .. 60488045 A 23.00 

PRO*FORTRAN Supplement to the ORACLE Precompilers Guide Ver. 1.3. 60488046 A 23.00 

Programmer's Guide to the ORACLE Call Interfaces Ver. 6.0 60488044 A 39.00 

Programmer's Guide to the ORACLE Precompilers Ver. 1.3 60488043 A 43.00 

RDBMS Performance Tuning Guide Ver. 6.0 60488033 A 20.00 

SQL*Calc User's Guide Ver. 1.2 41619074 A 46.00 

Introduction to SQL*Calc Ver. 1.1 60488034 A 19.00 
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Software Manuals (Listed by Operating System) 

(:ata»Og D^cnptipn Publ No. Egv Price 

Advanced SQL*Forms Techniques Ver . 3.0 60488056 A 

SQL*Forxns Designer's Quick Rerefence Ver. 2.3 41621255 B 

SQL*Forms Designer's Quick Reference Ver. 3.0 41621255 C 

SQL*Fonns Designer's Reference Ver. 2.0 4162124.9 A 

SQL*Forms Designer's Reference Ver. 3.0 41621249 B 

SQL*Forms Designer's Tutorial Ver. 2.3 41621248 B 

SQL*Forms Designer's Tutorial Ver. 3.0 41621248 C 

SQL*Fonns Documentation Addendiom Ver. 2.3 60488026 A 

SQL*Forms Operator's Guide Ver, 2.3 41621247 B 

SQL*Forms Operator's Guide Ver. 3.0 41621247 C 

SQL*Forms Operator's Keyboard Card Ver. 3.0 41621416 A 

SQL*Fonns Operator's Quick Reference Ver. 2.3 41621254 B 

SQL*Forms Operator's Quick Reference Ver. 3.0 41621254 C 

Introduction to SQL*Forms & SQL*Menu Ver. 3.0 41621417 A 

SQL Language Quick Reference Ver. 6.0 60488057 A 

SQL Language Reference Ver. 6.0 60488032 A 

SQL*Menu User's Guide Ver. 4.1 41619079 A 

SQL*Menu User's Guide and Reference Ver. 5.0 41621415 A 

SQL*Net Asynchronous User's Guide Ver. 1.2 60488022 A 

SQL*Net TCP/IP User's Guide Ver. 1.2 60488041 A 

SQL*Plus User's Guide & Reference Ver. 3.0 60488024 A 

SQL*Report Addendum Ver. 1.1 60488027 A 

SQL*Report User's Guide Ver. 1.0 41619081 A 

SQL*ReportWriter Key Mapping Card Set Ver. 1.1 60488053 A 

SQL*ReportWriter Reference Ver . 1.1 60488021 A 

Building Reports with SQL*ReportWriter Ver. 1.1 60488049 A 

Introduction to SQL*ReportWriter Ver. 1.1 ' .'. 60488048 A 

Terminal User's Guide Ver. 1.0 60488054 A 

Utilities User's Guide Ver. 6.0 41621234 C 
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Catalog D^cription Publ No. ESX Price 

^08 2 



SYSTEMS 

Administration Handbook 60459840 

Analysis Handbook 60459300 

Applications Programmer's Instant 60459360 

Diagnostic Index 60459390 

Full Screen Editor User Guide 60460420 

Installation Handbook 60459320 

Operations Handbook 60459310 

Reference Vol.2 (Guide to System Usage) 60459670 

Reference Vol.3 (System Commands) , . 60459680 

Reference Vol . 4 (Program Interface) 60459690 

Screen Formatting Reference 60460430 

Security Administrator's Handbook . . . ., 60460410 

System Overview 60459270 

Systems Programmer's Instant 60459370 

Tape Management System (TMS) Site Operations 60463350 

Tape Management System (TMS) User Reference 60463110 

APPLICATIONS 

APL V2 Files FORTRAN Utilities Reference 60454010 

APL V2 Reference 60454000 

APL V2/Total V2 Interface Reference 60454020 

BASIC V3 Reference . 19983900 

BASIC V3 Summary 60482800 

Binary Maintenance Log (BML) Message Foirmats 60459940 

CDCNET Batch Device User Guide 604638 63 

CDCNET Commands Reference 60000414 

CDCNET Conceptual Overview 604 61540 

CDCNET Configuration Guide 60461550 

CDCNET Network Operations & Analysis 60461520 

CDCNET Product Configurator Summary 60083919 

CDCNET Product Descriptions 60460590 

CDCNET TCP/IP Programming Interfaces & Applications Reference . . . 60000214 

CDCNET Terminal Interface Usage 60463850 

COBOL V5 Diagnostic Handbook 60482500 

COBOL V5 Instant 60497300 

COBOL V5 Reference 60497100 
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Software Manuals (Listed by Operating System) 

Tatalog Description Ptt^?l No, ESSL Pricg 

COBOL V5 Report Writer User Guide 60496900 A 

COBOL V5 User Guide 60497200 E 

Common Memory Manager VI Reference 60499200 F 

Communications Control Program (CCP) V3. Diagnostic Handbook 60471500 H 

Communications Control Program (CCP) V3 Reference 60471400 G 

Communications Control Program (CCP) V3 Tip Writer's Guide RM . . . 60474600 B 

COMPASS V3 Instant 60492800 E 

COMPASS V3 Reference 60492600 M 

COMPASS V3 Summary 60493000 D 

Concurrent Maintenance Library (CML) Customer's Guide (V3.2) .... 60456860 C 

Concurrent Maintenance Library (CML) Reference 60455980 AA 

CONNECT for the IBM PC VI . 1 User Guide (For Z-100) 60462560 B 

CONNECT for the IBM PC VI . 4 User Guide 60000180 B 

CONNECT Plus for the IBM PC VI . User's Guide 60000388 A 

Control Data Software Support Usage 60494500 D 

Control Data Software Support Sxzmmary Card. . 60494519 D 

CYBER Cross System (CCS) VI Build Utilities Reference 60471200 G 

CYBER Cross System (CCS) VI Macro Assembler Reference 96836500 D 

CYBER Cross System (CCS) VI Micro Assembler Reference 96836400 D 

CYBER Cross System (CCS) VI Pascal Compiler Reference 96836100 E 

CYBER Interactive Debug VI Guide for Users of FORTRAN Extd 5 .... 60484100 C 

CYBER Interactive Debug VI Instant 60484130 A 

CYBER Interactive Debug VI Reference 60481400 D 

CYBER Loader VI Instant 60449800 D 

CYBER Loader VI Reference 60429800 K 

CYBER Loader VI User Guide 60482300 B 

CYBER Record Manager Advanced Access Methods V2 Reference 60499300 F 

CYBER Record Managfer Advanced Access Methods V2 User Guide 60499400 C 

CYBER Record Manager Basic Access Methods VI. 5 Reference 60495700 H 

CYBER Record Manager Basic Access Methods VI. 5 User Guide 60495800 C 

CYBER Supermini Operations User Guide 60459850 A 

CYBIL Formatter VI . External Reference Specification 60461810 01 

CYBIL Handbook 60457290 01 

CYBIL Miscellaneous Routines Interface Reference 60460310 04 

CYBIL Reference 6045528 A 

CYBIL-CC Interactive Debugger External Reference Specification . . 60460320 01 

CYBIL-IO Reference 6046030 02 

DMS-170 CYBER Database Control System V2 Applic Program Reference 60485300 D 

DMS-170 CYBER Database Control System V2 Data Admin Reference ... 60485200 E 

DMS-170 CYBER Database Control System V2 FORTRAN Applic Prog .... 60483500 B 
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Software Manuals (Listed by Operating System) 

:atalog Description Publ No. Rg s Price 

DMS-170 CYBER Database Control System V2 Reference 60481800 D 

DMS-170 DDL V3 RM Vol.1 (Schema COBOL, FORTRAN, Query Update) ... 60481900 D 

DMS-170 DDL V3 RM Vol.2 (Sub-Schema CDCS COBOL, Query Update) ... 60482000 C 

DMS-170 FORM VI Reference 60496200 E 

DMS-170 Query Update/CYBER Record Manager Data Admin Reference . . 60482100 E 

DMS-170 Query Update V3 Appl Prog User Gd (Use W/CYBER Rec Mgr) . 60499000 C 

DMS-170 Query Update V3 Reference 60498300 J 

DMS-170 Query Update V3 UG (For use with CYBER Record Mgr) 60387700 C 

FORTRAN Extd V4 Common Library Math Routines Reference 60498200 C 

FORTRAN Extd V4 Instant 60497900 B 

FORTRAN Extd V4 Reference 60497800 J 

FORTRAN Extd V4 User's Guide 60499700 A 

FORTRAN Extd V4 to FORTRAN V5 Conversion Aid Program VI Reference 60483000 C 

FORTRAN V5 Common Library Math Routines Reference 60483100 B 

FORTRAN V5 Instant 60483900 A 

FORTRAN V5 Reference 60481300 J 

FORTRAN V5 User Guide 60484000 C 

Global Glossary 60457170 01 

Hardware Performance Analyzer (HPA) User Reference 60459460 L 

ICEM DDN Tablet Overlay 60458080 E 

ICEM GPL Reference 60462520 C 

ICEM Numerical Control Reference 60461450 D 

IPF2 Application Reference 84001950 G 

Malet Language Programming Reference 60456020 AA 

Modify Reference 60450100 G 

MSSI V3 Installation Handbook 60458830 E 

Network Access Method (NAM) Vl/CCP 3 Terminal Interfaces RM 60480600 F 

Network Access Method (NAM) VI Host Applic Programming Reference. 60499500 W 

Network Access Method (NAM) VI Ntwk Definition Language Reference 60480000 T 

Network Access Method (NAM) VI User Guide 60481500 A 

Network Transfer Facility Usage 60000628 A 

Pascal VI Reference 60497700 B 

Remote Batch Facility VI Reference 60499600 S 

Remote Host Facility (RHF) Access Method Reference 60459990 B 

Remote Host Facility (RHF) Usage 60460620 E 

SES (Software Engineering Services) 1,0 Procedure Writer's Guide. 60460270 02 

SES (Software Engineering Services) TXTCODE 2.0 Reference 60460280 01 

SES (Software Engineering Services) TXTFORM 1.5 Reference 60460290 01 

SES (Software Engineering Services) VI . User's Handbook 60457250 04 * 

Sort/Merge V4 & 1 Instant 60497600 C 4.00 
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Software Manuals (Listed by Operating System) 

Catalog D^cription Puhl No. Esi Price 

Sort/Merge V4 & 1 Reference 60497500 F 17 . 00 

Sort/Merge V5 Instant 60484900 C 5.00 

Sort/Merge V5 Reference 60484800 D 10.00 

SYMPL VI Reference 60496400 F 13 . 00 

SYMPL VI User Guide 60499800 B 8.00 

TAF VI Reference 60459500 D 20.00 

TAF VI User Guide 60459520 A 12 . 00 

TAF/CRM Data Manager VI Reference 60459510 C 8.00 

Update VI Instant 60450000 B 5.00 

Update VI Reference 60449900 F 8.00 

XEDIT Extended Text Editor Reference Card 84000680 2.00 

XEDIT V3 Reference 60455730 B 8.00 

8-Bit Subroutines VI Reference 60495500 C 12 . 00 
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Software Manuals (Listed by Operating System) 

:atalog Description Publ No. Rfix Pricg 

AXA^MS 



EDL Database Administration for VAX/VMS Reference 60000581 A 17.00 

EDL Integrator Customization for VAX/VMS 60000580 A 72.00 

EDL Networked Information Manager for VAX/VMS Administrator's Gd. 60000579 A 14.00 

EDL User Access for VAX/VMS User's Manual 60000578 A 33.00 
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Software Manuals (Listed by Operating System) 

Catalog DegcriptJQn Ptfbl N9t El^ Prig^ 

VSOS 2 



Control Data Software Support Usage 60494500 D 7.00 

Control Data Software Support Summary Card 60494519 D 1.00 

FORTRAN 200 VI Reference 60480200 J 37 . 00 

Reference Vol -2 60459420 J * 

Remote Host Facility (RHF) Usage 60460620 E 50.00 
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Software Manuals (Listed by Operating System) 

Catalog Description Publ No. Rgx Price 

">JOS/BE V1.5 



SYSTEMS 

Application Installation Handbook 8 4000980 

Batch User Guide 60494000 

Diagnostic Handbook 60494400 

Diagnostic Index 60456490 

Installation Handbook .-. . 60494300 

Manual Abstracts 84000470 

Operator's Guide 60493900 

Reference . 60493800 

System Programmer's Reference Vol.1 60494100 

System Programmer's Reference Vol.2 60457370 

APPLICATIONS 

BASIC V3 Reference 19983900 

BASIC V3 Siommary 60482800 

COBOL V5 Diagnostic Handbook 60482500 

COBOL V5 Instant 60497300 

COBOL V5 Reference 60497100 

COBOL V5 Report Writer User Guide 60496900 

COBOL V5 User Guide 60497200 

Common Memory Manager VI Reference 60499200 

Communications Control INTERCOM (CCI) V3 Reference 60471150 

COMPASS V3 Instant 60492800 

COMPASS V3 Reference 604 92600 

COMPASS V3 Summary 60493000 

Concurrent Maintenance Library (CML) Customer's Guide (V3.2) .... 60456860 

Concurrent Maintenance Library (CML) Reference 60455980 

CYBER Cross System (CCS) VI Build Utilities Reference 60471200 

CYBER Cross System (CCS) VI Macro Assembler Reference 96836500 

CYBER Cross System (CCS) VI Micro Assembler Reference 96836400 

CYBER Cross System (CCS) VI Pascal Compiler Reference 96836100 

CYBER Interactive Debug VI Guide for Users of FORTRAN Extd 4 .... 60482700 
CYBER Interactive Debug VI Guide for Users of FORTRAN Extd 5 .... 60484100 

CYBER Interactive Debug VI Instant 60484130 

CYBER Interactive Debug VI Reference 60481400 

CYBER Loader VI Instant 60449800 

CYBER Loader VI Reference 60429800 
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Software Manuals (Listed by Operating System) 

Tatalo^ Description Ptf^>l NOt Bfi X Price 

CYBER Loader VI User Guide 60482300 B 

CYBER Record Manager Advanced Access Methods V2 Reference 60499300 F 

CYBER Record Manager Advanced Access Methods V2 User Guide 60499400 C 

CYBER Reqord Manager Basic Access Methods VI . 5 Reference 60495700 H 

CYBER Record Manager Basic Access Methods VI, 5 User Guide 60495800 C 

CYBIL Reference 60455280 A 

DMS-170 CYBER Database Control System V2 Applic Program Reference 60485300 D 

DMS-170 CYBER Database Control System V2 Data Admin Reference ... 60485200 E 

DMS-170 CYBER Database Control System V2 FORTRAN Applic Prog . 60483500 B 

DMS-170 CYBER Database Control System V2 Reference 60481800 D 

DMS-170 Data Administrator User Guide 60499100 B 

DMS-170 DDL V3 RM Vol.1 (Schema COBOL, FORTRAN, Query Update) ... 60481900 D 

DMS-170 DDL V3 RM Vol.2 (Sub-Schema CDCS COBOL, Query Update) ... 60482000 C 

DMS-170 FORM VI Reference 60496200 E 

DMS-170 FORTRAN Data Base Facility VI Reference 60482200 D 

DMS-170 Query Update/CYBER Record Manager Data Admin Reference . . 60482100 E 

DMS-170 Query Update V3 Appl Prog User Gd (Use W/CYBER Rec Mgr) . 60499000 C 

DMS-170 Query Update V3 Reference 60498300 J 

DMS-170 Query Update V3 UG (For use with CYBER Record Mgr) 60387700 C 

Export High Speed Reference 60456880 A 

FORTRAN Extd V4 Common Library Math Routines Reference . ., 60498200 C 

FORTRAN Extd V4 Instant 60497900 B 

FORTRAN Extd V4 Reference 60497800 J 

FORTRAN Extd V4 User's Guide 60499700 A 

FORTRAN Extd V4 to FORTRAN V5 Conversion Aid Program VI Reference 60483000 C 

FORTRAN V5 Common Library Math Routines Reference ...•-.., 60483100 B 

FORTRAN V5 Instant 60483900 A 

FORTRAN V5 Reference 60481300 J 

Global Glossary 60457170 01 

Hardware Performance Analyzer (HPA) User Reference 60459460 L 

INTERCOM V5 Interactive Command Summary 60455840 B 

INTERCOM V5 Interactive Guide for Users of COBOL 60455960 A 

INTERCOM V5 Multi-User Job Capability Reference 60456070 A 

INTERCOM V5 Reference 60455010 H 

INTERCOM V5 Remote Batch Command Summary 60455850 A 

INTERCOM V5 Remote Batch User Guide 60455890 A 

Malet Language Programming Reference 60456020 AA 

On-Line Maintenance Software Reference 60453900 M 

Remote Host Facility (RHF) Access Method Reference 60459990 B 

Remote Host Facility (RHF) Usage 60460620 E 
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Software Manuals (Listed by Operating System) 

Catalog Description Publ No. Rev Price 

Sort/Merge V4 & 1 Instant 50497600 C 4.00 

Sort/Merge V4 & 1 Reference 50497500 F 17.00 

Sort/Merge V5 Instant 6048490 C 5.00 

Sort/Merge V5 Reference 50484800 D 10.00 

State Programming Language Reference 60472200 C * 

SYMPL VI Reference 60496400 F 13 . 00 

SYMPL VI User Guide 50499800 B 8.00 

Update VI Instant 6.0450000 B 5.00 

Update VI Reference 60449900 F 8.00 

8-Bit Subroutines VI Reference 50495500 C 12 . 00 
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Software Manuals (Listed by Operating System) 

Catalog D^criptipn Publ No. Rsi Price 

NOS 1.4 



APPLICATIONS 

APL V2 Files FORTRAN Utilities Reference 60454010 

APL V2 Reference 60454000 

APL V2/Total V2 Interface Reference 60454020 

BASIC V3 Reference 19983900 

BASIC V3 Summary 60482800 

COBOL V5 Instant 60497300 

COBOL V5 Report Writer User Guide 60496900 

Common Memory Manager VI Reference 60499200 

Communications Control Program (CCP) V3 Reference 60471400 

Communications Control Program (CCP) V3 Tip Writer's Guide RM ... 60474600 

COMPASS V3 Instant 60492800 

COMPASS V3 Reference 60492600 

Concurrent Maintenance Library (CML) Customer's Guide {V3.2) .... 60456860 

Concurrent Maintenance Library (CML) Reference 60455980 

CYBER Cross System (CCS) VI Macro Assembler Reference 96836500 

CYBER Cross System (CCS) VI Micro Assembler Reference 96836400 

CYBER Cross System (CCS) VI Pascal Compiler Reference 96836100 

CYBER Interactive Debug VI Guide for Users of FORTRAN Extd 4 .... 60482700 
CYBER Interactive Debug VI Guide for Users of FORTRAN Extd 5 .... 60484100 

CYBER Interactive Debug VI Instant 60484130 

CYBER Interactive Debug VI Reference 6048140 

CYBER Record Manager Advanced Access Methods V2 Reference 60499300 

CYBER Record Manager Advanced Access Methods V2 User Guide 60499400 

CYBER Record Manager Basic Access Methods VI. 5 Reference 60495700 

CYBER Record Manager Basic Access Methods VI. 5 User Guide 60495800 

DMS-170 CYBER Database Control System V2 Reference 60481800 

DMS-170 Data Administrator User Guide 60499100 

DMS-170 DDL V3 RM Vol.1 (Schema COBOL, FORTRAN, Query Update) ... 60481900 
DMS-170 DDL V3 RM Vol.2 (Sub-Schema CDCS COBOL, Query Update) ... 60482000 

DMS-170 FORTRAN Data Base Facility VI Reference 60482200 

DMS-170 Query Update V3 Appl Prog User GD (Use W/CYBER Rec Mgr) . 60499000 

DMS-170 Query Update V3 UG (For use with CYBER Record Mgr) 60387700 

FORTRAN Extd V4 Common Library Math Routines Reference 60498200 

FORTRAN Extd V4 Instant 60497900 

FORTRAN Extd V4 Reference 60497800 
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Miscellaneous 



Software Manuals (Listed by Operating System) 

latalog Description Publ No. Esi Pr ic^ 

FORTRAN Extd V4 User's Guide 60499700 A 

FORTRAN Extd V4 to FORTRAN V5 Conversion Aid Program VI Reference 60483000 C 

FORTRAN V5 Common Library Math Routines Reference 60483100 B 

FORTRAN V5 Instant 60483900 A 

FORTRAN V5 User Guide 60484000 C 

Hardware Performance Analyzer (HPA) User Reference 60459460 L 

ICEM DDN Tablet Overlay 60458080 E 

IPF2 Application Reference 84001950 G 

Malet Language Programming Reference 60456020 AA 

Modify Instant 60450200 C 

Network Access Method (NAM) VI User Guide 60481500 A 

On-Line Maintenance Software Reference 60454200 M 

PLOT 10 CALCOMP Plotter Preview Routine User Guide 60456780 A 

PLOT 10 Character Generation System User Guide 60456790 A 

PLOT 10 Graphics Tablet Utility Routine User Guide 60456770 A 

PLOT 10 Interactive Graphing Package User Guide 60456810 A 

Sort/Merge V4 & 1 Instant 60497600 C 

Sort/Merge V4 & 1 Reference 60497500 F 

State Programming Language Reference 60472200 C 

SYMPL VI Reference 60496400 F 

SYMPL VI User Guide 60499800 B 

Update VI Instant 60450000 B 

Update VI Reference 60449900 F 

XEDIT Extended Text Editor Reference Card 84000680 

XEDIT V3 Reference 60455730 B 

8-Bit Subroutines VI Reference 60495500 C 
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Software Manuals (Listed by Operating System) 

Catalog Description Publ No. R^x Price 

SCOPE V2.1 



Common Memory Manager VI Reference 60499200 

COMPASS V3 Instant 60492800 

COMPASS V3 Reference 60492 600 

COMPASS V3 Summary 50493000 

FORTRAN Extd V4 Common Library Math Routines Reference 60498200 

FORTRAN Extd V4 Instant 60497900 

FORTRAN Extd V4 Reference 60497800 

FORTRAN Extd V4 User's Guide ." . . 60499700 

FORTRAN Extd V4 to FORTRAN V5 Conversion Aid Program VI Reference 60483000 

FORTRAN V5 Common Library Math Routines Reference 60483100 

FORTRAN V5 Instant 60483900 

FORTRAN V5 Reference 60481300 

Operator's Guide 604550 90 

Sort/Merge V4 & 1 Instant 60497600 

Sort/Merge V4 & 1 Reference 60497500 

SYMPL VI Reference 60496400 

SYMPL VI User Guide , 60499800 

Update VI Instant ' 60450000 

Update VI Reference ' 60449900 



F 


5.00 


E 


11-00 


M 


36.00 


D 


3.00 


C 


27.00 


B 


5.00 


J 


66.00 


A 


9.00 


C 


7.00 


B 


11.00 


A 


7.00 


J 


45.00 


G 


* 


C 


4.00 


F 


17.00 


F 


13.00 


B 


8.00 


B 


5.00 


F 


8.00 



D - 24 



Miscellaneous 

Catalog D^criptipn Ptfl?l NQt BfiX PrtCg 

Miscellaneous Manuals 



ADC Manual Set (Aide-de-Camp) 60487019 A 

AMIGAS II User's 60000262 G 

Automated Testing System (ATS) Reference (Vl-2) 41618690 D 

CAM-APT-SURF Reference & User Guide (NOS/VE) 60000239 02 

CAM-POST DBMAN Reference Manual (Ver. 10.3) 60000799 A 

CAM-POST GENER Reference Manual 60000800 A 

CAM-POST QUEST Reference Manual (Ver. 10,3) 60000798 A 

CAM-POST Reference (NOS/VE, IRIX) ' (OBSOLETE) 60000237 03 

CAM-POST Unix User's Guide (Ver. 10.3) - 60 0007 97 A 

CAM-PUNCH Reference (NOS/VE, IRIX) 60000238 02 

CDC 110 Owner's Manual (4 Vol Set in Box) 62940086 F 

Contouring System V4 User Guide 41618596 

Control Data 4000 Series Applications Directory (1/93) 60000562 06 

Control Data 9000 Series Product Matrix 62940990 T 

Control Data 9100 Series Desktop Workstation Technical Report - . . 62940551 B 

CYBER Computer Systems Applications Directory (4/9C) 60455370 08 

CYBER 910 Workstation Graphics Architecture Technical Report .... 62 940 671 B 

CYBER 910-400 Owner's Guide i 62940524 B 

CYBER 910-400 (910B-482/483/484/485/486/487) Technical Report ... 62940552 A 

CYBER 910-500/910-600 UNIX V5 Keyboard Template for ICEM DDN 2.1. 60000453 A 

CYBER 910/920 Communications Kit 62940655 

CYBER 910/920 Operating System Kit 62940651 

CYBER 92 Owner's Kit 62 9407 60 

DI-3000 Quick Reference Guide Version 6 41618601 A 

DI-3000 User's Guide Version 6 41618602 A 

DI-3000 User Guide Appendix D DI-TEXTPRO V2 41618587 

DUCT 5 Reference Manual Vol.1 SMD133869 

DUCT 5 Reference Manual Vol.2 SMD133870 

ECL 10, 000 Series Microcircuits Manual GF60417700 E 

Energy Management Systems (EMS) Overview 60467710 C 

GK-2000 V3 User Guide 41621105 B 

GK-2000 V2 Quick Reference Guide 41618592 B 

GRAFMAKER User Guide Appendix B DI-TEXTPRO V2 41618588 

ICEM DYNA3D User's Manual (NOS/VE, IRIX) 60000483 4H 

ICEM TAURUS User's Manual (NOS 2, IRIX) 60000485 00 

IMSL Math/Library User's Version 1.1 41621849 A 
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Miscellaneous 



Catalog Description Ptfbl NOt ESSL Price 

IMSL SFUN/Library User ' s 41621855 32 . 00 

IMSL STAT/Library User's Version 1.1 41621852 A 35.00 

IQ Documentation (Ver.3, Rev. 2) 41629080 50.00 

KATO Motor Generator Sets (Serial 55972 & Above) HMM Vol.l 60420800 H * 

Lakota User's Guide and Reference Manual 60487020 B 36.00 

Metafile Translator User Guide with CGM 41618595 B 35 . 00 

Mousepad (with Control Data logo) 62940683 6 .00 

. Personal Product Data Manager User's Guide (Macintosh, Sun, HP).. 60487003 B 11.00 

Product to Equipment /Equipment to Product Cross Reference List .. 60071500 S 90.00 

Remote Host Facility LCN Handbook for DEC/VAX Systems 60455480 D 22 .00 

Remote Host Facility Handbook for IBM Systems 60459050 D 24.00 

Remote Host Facility Program Interface Usage 60463820 A 6.00 

SGI Applications Directory (Fall 1992) (IRIS Partner Catalog) ... 62940503 H 22.00 

SGI Quick Reference Guide (Fall 1992) (IRIS Partner Catalog Ref.) 62940753 A 3.00 

VistaCOM for Windows User/Reference/Connectivity Guides (2 . OA) .. 41629040 B 50.00 

VistaCOM for the Macintosh User's Guide (1.2) 41629060 50.00 

VistaCOM M User's Guide 41629025 50 .00 

VistaCOM V User's Guide 4162 9070 40. 00 

VistaCOM VII User's Guide (1.1) 41629050 40 .00 

Vista-eXceed X Window Server for DOS User's Guide (3.3) 41629020 A 40.00 

Vista-eXceed/W X Window Server for Windows User's Guide (3.3) ... 41629030 A 40.00 

Vista - Connect View User's Guide 60463946 A 40. 00 

Vista - PC/TCP Network Software for DOS/Windows Ver. 2.3 41629010 B 75.00 

Zenith Z-150 Diagnostic Reference 62950151 C 80.00 

Zenith Z-150/Z-160 PC Series Service Guide 41621163 B 21.00 

Zenith Z-200 PC Series Service Guide .; 41621161 9.00 

Zenith 12 MHZ PC/AT Service Guide (Z-2500) 62940520 A 44.00 



Miscellaneous 

Catalog Description Publ No. Rfix Price 

Professional Services (PS/SPL) 



Concurrent Version Record Manager (CVRM) Reference (NOS 2) 15190138 C * 

Network Job Entry Facility (NJEF) Reference (NOS 2) 15190129 F 80.00 

PRECISE*PC-IAST User Guide 15190149 A 20.00 

Terminal Cluster Facility (TCF) Reference/Install HB (NOS 2) .... 15190107 F * 



Miscellaneous 

Catalog Description Pub! No. R£v Price 

Site Preparation Manuals 



CDC Computer Systems (Inactive Products) Sec, 3 Periph Equip SPM . 60461500 

CDC Computer Systems Section 4 Monitoring & Power Data SPM 60451300 

CYBER 170 Model 835 Section 2 System Data SPM 60469010 

CYBER 170/170M Models 865/875 Section 2 System Data SPM 60458530 

CYBER 180 Models 810/830 Section 2 System Data SPM 60469430 

CYBER 180 Models 840/850/860 Computer Systems SPM 60462300 

Mainframe Complex CYBER 2000 SPM 60000328 

Mainframe Complex Data CYBER 840A, 850A, 860A, 870A SPM 60463550 

Mainframe Complex Data CYBER 960 & 962 SPM 60000119 

Mainframe Complex Data CYBER 990E & 995E SPM 60463520 

Peripheral Equipment Data SPM 60275300 

Site Preparation General Information 60275100 
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Miscellaneous 
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Binders 



3 RING FOR 8-1/2 X 11 MANUALS 

1" Binder - Grey W/CDC Logo (D-Ring) 60086400 

1-1/2" Binder - Grey W/CDC Logo (D-Ring) 60086220 

2-1/4" Binder - Grey W/CDC Logo (D-Ring) 6008 6240 

3 RING FOR 6X9 MANUALS 

2" Binder - Grey W/CDC Logo (D-Ring) 60086215 

6 RING CODE BOOK (INSTANT) BINDERS 

1" Binder - Grey W/CDC Logo 60088701 

6 RING FOR 11 X 17 DIAGRAM MANUALS 

1-1/2" Binder - Grey W/CDC Logo 60087020 



6.00 
5.00 
8.00 



6.00 



10.00 



25.00 
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Catalog Description Publ No. ggv Price 

FOR CONTROL DATA INTERNAL USE ONLY 

Control Data Annual and Quarter Reports 

1993 Annual Report 208446 

1993 3rd. Quarter Report 208383 

1993 2nd Quarter Report 208367 

1993 1st Quarter Report 208335 

1992 Annual Report 208307 

1992 3rd Quarter Report ; 208273 

1991 Annual Report 210048 

Brochures and Data Sheets 

Aberdeen Group Profile: The New Control Data 208343 

Acquisition of Evernet 208368 

AIM Performance Report II - 4330-300 208199 

AIM Performance Report II - 4375 InfoServer 208200 

AIM Performance Report II - 4430 PC 208346 

AIM Performance Report II - 4440-102 InfoServer 208345 

AIM Performance Report II - 4460-103 InfoServer .■ 208344 

AIM Performance Report II - 4680 InfoServer : 208201 

AIM Performance Report II - 4680 InfoServer (4 CPU) 208205 

AIM Performance Report II - 4680-312 208261 

AIM Performance Report II - 4 680-312 InfoServer 2082 60 A 

AIM Performance Report II - 4680-313 InfoServer (4 CPU) 208276 

AIM UNIX Price Performance Guide (Summer 1993) 208198 

AMIGAS (Advanced Meteorological Image & Graphics Analysis System) 208366 A 

Archive/VE 208032 

ARIA*BackupPlus for UNIX 208298 

ARIA*Client Migration Manager 208270 A 

ARIA*Server Migration Manager 208299 

ARIA*Suite Overview Brochure 208297 

ARIA*UniTree 208300 

ARIA*UniTree Technical Document 208207 A 

ARIA*Volume Manager 208301 

ASCENT*DNI 208124 A 

ASCENT ^Gateway 208127 

ASCENT*LINK 208234 



Miscellaneous 

Catalog Description Publ No. Rfii Pric? 

ASCENT*SNA 208188 A 

At the Click of a Button 208203 

AWBUS Brochure 208030 A 

AWBUS Data Efficiency Calculator 208103 

AWBUS for HP 208286 

AWBUS for Sun 208279 

AWBUS PC Client 208331 

AWBUS Sales Guide 208098 

aXessSOO 208464 

BASISplus .'.......... ., 208097 

Business Reengineering . 208447 

COMPAID 208075 

Company Backgrounder 208229 D 

Computer Parts and Supplies 208244 

Computer Technical Center Data Sheet 208372 

CONNECT VIEW 204582 A 

Control Data Folder (Teal) . 208240 

Control Data Customer Service Brochure 208159 

ControlServ Brochure ,. . 208029 

ControlServ Data Sheet . 208236 

CYBER Communications Solutions '. . 208175 

CYBER High-Speed Data Communications Solutions . 20817 4 

CYBER 910-200 Workstation 208116 A 

CYBER 910-200, CYBER 910-400 Tape Drives Specification Sheet 208088 A 

CYBER 962 Computer Systems 205443 B 

CYBER 970/972 Computer Systems 208151 A 

Data Acquisition Systems 208377 

DataCon Tools 208170 A 

DATAMATION lOO Reprint (9/93) 208355 

Design for Manufacture Alert 208237 

Design News Reprint 208197 

Digitech Profile 208190 

Distributed File Server for NOS/VE 208006 

Document Management and Delivery Solutions 208419 

DualManager 208144 

DynaText Browser 208353 



Miscellaneous 
Catalog Description Publ No. Rgx Price 

EDL CALS/CE 208277 

EDL Data Sheet 208326 

EDL for Mentor Graphics 208253 

EDL for Pro/ENGINEER 208252 A 

EDL Networked Object Manager 208092 A 

EDL Personal PDM 208267 A 

EDL Process Manager 208095 A 

EDL Product Structure Manager 208094 A 

EL*AWBUS . . . . - • - 208108 

E-mail Integration Brochure . ..... ... .;...... 208340 

E-Mail Integration: Forging a More Perfect Union 208445 

E-mail Integration Services Data Sheet 208338 

EMC*Messaging Management 208433 

EMC*Network Monitoring and Management 208432 

EMC*System Monitoring and Management 208431 

Enterprise Management Center (EMC) Brochure 208444 

Enterprise Management Center (EMC) Data Sheet 208430 

EP/IX Operating System Brochure 208076 A 

EP/IX OSI Overview 208107 A 

EP/LX 208039 B 

EXB-lOi 8mm Cartridge Handling Subsystem 208303 

EXB-60 8mm Cartridge Handling Subsystem 208304 

EXB-120 8mm Cartridge Handling Subsystem 208305 

EXB-8505 8mm Cartridge Tape Subsystem 208312 

EZview 208081 

FAX/4000 208147 

FDDI for the Control Data 4000 208106 

FDDI for VMEbus (CMC-1150 Series Adapters) 208322 

Financial Services Data Sheet 208374 

First Year Report 208356 

Full Maintenance Service 208058 

F4VE 205447 

F477 208173 

GartnerGroup Research Note on Mail*Hub 208448 

GRASS 208206 A 

Health Care Insert 208373 

HP Brochure - Meeting the Challenge, Changing the World 208363 



Miscellaneous 

lafalQg D^criptiQn Pub! No. Esi Price 

HP-RT Data Sheet . 208362 

HP9000 Series 700i and 700rt Price & Configuration Guide 10/92 . . 208361 

HP9000 Series 700i Model 745i Industrial Workstations 208360 

HP9000 Series 700i Model 747i Industrial Workstations 208359 

HP9000 Series 700rt Model 742rt Real-Time Computer Systems 208358 

ICEM Advanced Surface Milling 208017 

ICEM Advanced Surface Milling Specs 208120 

ICEM CAM-POST 208104 

ICEM CFD/CAE Brochure 208280 

ICEM Consulting 208309 

ICEM Curves & Surfaces Specification Sheet 208186 

ICEM DDN 208070 A 

ICEM Design/Drafting Specification Sheet 208187 

ICEM Design Tools 208015 

ICEM Design Tools in Spanish 208063 

ICEM DUCT 208217 

ICEM DXF Translators Specs 208222 

ICEM IGES Translators Specs 208221 

ICEM Lathe Specification Sheet 208121 

ICEM NC Basic Specs ; 208122 

ICEM ORGA Archive Specs 208227 

ICEM ORGA Basic Specs . 208224 

ICEM ORGA/BOM ■ . . . 208052 

ICEM ORGA/BOM in Spanish 208064 

ICEM ORGA BOM Specs 208225 

ICEM ORGA Standard Parts Specs . 208226 

ICEM Overview Brochure 208296 

ICEM Parametric Solids 208328 

ICEM PART 208268 A 

ICEM Surface Milling Specs 208119 A 

ICEM TVDA Translators Specs 208223 

rCEMview 208014 

Identity Guidelines Brochure 208246 

Image Brochure 208239 

INFORMIX 208117 

Integrated Plant Engineering Brochure 208077 

Integrated Solutions for Real-Time Applications 2082 63 B 

I/O Interfaces 208265 A 

ISO 9000 Consulting Services 208466 



Miscellaneous 



Catalog D^criptipn Publ No. Rgv Price 

Lamborghini Diablo Poster 208271 

LANWatch Data Sheet 208250 

Mail*Hub Data Sheet 208339 A 

Mail*Hub Docxament Conversion with KEYpak 208420 

Mail*Hub: "Network World" Reprint 208278 

Mail*Hub Solution Description 208295 B 

Map - The New Control Data 208230 

Micro Focus COBOL/2 for UNIX Version 1.3 208202 

Milestones Profile - Appreciating Modern "Art" 208238 

Milestones Profile - Blueprint for the Future 208182 

Milestones Profile - Bridging Gap Between CAD and CAM (ICEM PART) 208288 
Milestones Profile - Coinputing at a Higher Degree (Widener Univ.) 208284 

Milestones Profile - EDL at Briggs and Stratton 208066 

Milestones Profile - High Energy Computing (Combustion Eng.) .... 208282 

Milestones Profile - Integrated E-mail Service, U. of MN 208330 

Milestones Profile - Making UNIX Simple (EZview) 208086 

Milestones Profile - Managing Desktop Data (ARIA Suite) 208285 

Milestones Profile - Managing the Uncontrollable (MAIF) 208283 

Milestones Profile - More Than a Drafting Machine (ICEM) 208115 

Milestones Profile-More Than a Pretty Picture: Profiling ICEM SURF 208233 

Milestones Profile - No Fluff (PDM) 208118 

Milestones Profile - Plane Speaking: EDL at CTAS 208232 

Milestones Profile - Taking an Industry by Storm (CFD) 208293 A 

Milestones Profile - The Pieceware Dilemma 208231 

Multifunction Optical Disk Drives and Libraries 208149 

NetWare for RISComputers 208105 

Network Analysis Service 208347 

Network Archiving 208037 

Network Computing Reprint 4/94 (X.500 and Univ. of Minnesota) ... 208463 

Network Health Check Service 208216 

Network Health Monitoring and Support Service 208215 

Network Installation Service 208351 

Network Integration Brochure 208364 

Network Maintenance Support Service 208350 

Network Media Audit Service 208349 

Network Monitoring Service 208348 

Networking Hardware 208352 
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Next Day Service 208185 

NOS Disk Array Subsystem (DAS) 208181 

NRL Article Reprint (1/93) 208287 

ODN: Open Systems Dynamic Network 208354 

ORACLE 205441 A 

ORACLE-in-SoftBench 208251 

PC/TCP 208255 

Per-Call Service 208059 

Perfecting Quality at Lamborghini Article Reprint 208281 

Peritek 208325 

Petro*EDL 208235 

PHOENIX 208241 

Postcards - It ' s Amazing 208357 

Profile : BMW 208379 

Profile : Chrysler Engineering 208096 A 

Profile: Dow 208380 

Profile: E-mail Integration 208341 

Profile: Medical Data Analysis (University of Minnesota) 208274 

Quality Consulting Services . 208381 

Real-Time Integrated Solutions Data Sheet 208375 

Real-Time Solutions Brochure/Folder 208264 A 

Real-Time SPARC Integration 208371 

Real-Time System Solutions Configuration Matrix 208314 

Remote Help Desk Services 208342 

Remote Host Facility (3/90) 202682 E 

Removable Media Management System 208038 

RIO 8260/MIO 8261 Data Sheet 208313 

Safety-Related Quality Assurance Program 208242 

Sammi Brochure , 208316 

SCRAMNet 208324 

Snuggly Coupled Architecture . 208257 A 

Software Cuts Air-Dam Design Time Article Reprint 10/93 208384 

Software Licensing 208336 

Strategic Application Development Services 208467 

Substation Design System 208243 
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SUN SPARCclassic Workstation 208370 

SUN SPARCstation 10 208369 

Synergy: CYBER in the Open Systems Environment 208146 

Systems Integration Brochure 208317 A 

Systems Integration Folder 208327 

Telecommunications Data Sheet 208376 

The Other Company Article Reprint (4/93) 208308' 

Token Ring/4000 Specs 208248 

TotalNET 208256 

UIM/X Version 2 . Specs 208220 

Uniplex Literature Packet 208266 

VCC Specification Sheet 2080 60 

VHS Tape Cartridge Storage Libraries 208302 

Vista Application Link (PC) 208087 

Vista-eXceed 208054 B 

Vista Folder 205274 

VistaCOM for the Macintosh 205135 B 

VistaCOM for Windows 2080 65 

VistaCOM M 208040 A 

VistaCOM V 205275 B 

VistaCOM VII 205630 A 

VistaHost 205282 B 

VistaKIT Data Sheet 20527 6 D 

VistaMAIL for DOS, Windows and Macintosh 208337 

Visual Debugger 208258 

Warranty Plus Service 208057 

Warranty Service 208053 

Waterskiers Poster 18" x 25" 208382 

White Paper (ICEM PART) 208294 A 

X. 25/4000 for Control Data 4000 Computers Specification Sheet ... 208150 

8mm Cartridge Tape Jukebox Subsystem 208082 A 

537 Line Printer, 587-1 Band Printer 208152 

4000 Compiler Suite 208050 A 

4301-lXX Real-Time Computer 208113 A 
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4301-4XX Real-Time Computer 208311 A 

4336 Real-Time System 208111 A 

4337 Portable Real-Time System 208259 A 

4339 Real-Time System 208112 A 

4420 Workstation Specs 208291 

4430/4440 InfoServer Specs 208292 

4460 InfoServer Specs 208289 A 

4680 InfoServer 208026 D, 

4680-3XX InfoServer 208254 

4680-300 Real-Time System 208310 

5680 Cartridge Subsystem 208031 

57 44 Automated Cartridge System 208033 

5830 Disk Array Subsystem 208027 A 

5831 Disk Array Controller 208036 

5832 Solid State Disk 208079 

5833/47430 8-inch Disk Drive 208084 

5837 5.25-inch Disk Drive 20807 4 

9100 Series 208208 A 

9120 Family 208247 A 

9130 Entry-Level Workstation 208365 

9140 Desktop Workstation 208306 A, 

9440 Server 208319 

9400 Server Sales Guide 208318 A" 

9460 Server 208320 

9480 Server 208321 

44101 R4000 Processor Upgrade Specs 208290 A 

46015, 47451, 47452 8MM Cartridge Tape Drives Specification Sheet 208148 

46031 5 .25-inch Disk Drive 208073 

46141 5 .25-inch Disk Drive . 208072 

47008-3 VME Disk Array Subsystem 208133 

47100 Cartridge Tape Subsystem 208046 

47200 Streaming Tape Drive 208047 A 

47400, 4740X Extractable Disk Chassis and Canister 208085 

47443 5 .25-inch Disk Drives 208249 

47480/47485/47486 3.5-inch Disk Drives Specs 208209 A 

47500, 47511, 47513 8-inch Disk Drives 208083 

47808-1 CD-ROM Drives Specs 208269 A 

99015 VME-to-IPI-3 Adapter 208219 

99020 Disk Array Controller 208055 
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Quick Reference (by publication number) 

Publ No. Rev Title Price 

operator Installation & Reference * 

Terminal Cluster Facility (TCF) Reference/Install HB (NOS 2) .... * 

Network Job Entry Facility (NJEF) Reference (NOS 2) 80.00 

Concurrent Version Record Manager (CVRM) Reference (NOS 2) * 

PRECiSE*PC-IAST User Guide 20.00 

BASIC V3 Reference 19.00 

BASIC V3 Reference 19.00 

BASIC V3 Reference 19.00 

Remote Host Facility (3/90) 

CONNECT VIEW 

VistaCOM for the Macintosh 

. Vista Folder 

VistaCOM V .........-....; 

VistaKIT Data Sheet 

VistaHost 

ORACLE 

CYBER 9 62 Computer Systems 

F4VE 

VistaCOM VII 

Distributed File Server for NOS/VE 

ICEMview , 

ICEM Design Tools 

ICEM Advanced Surface Milling 

4680 InfoServer 

5830 Disk Array Subsystem '. 

ControlServ Brochure ; 

AWBUS Brochure 

568 Cartridge Sxibsystem 

Archive/VE . 

5744 Automated Cartridge System 

5831 Disk Array Controller 

Network Archiving 

Removable Media Management System 

EP/LX - 

VistaCOM M 

47100 Cartridge Tape Subsystem 

47200 Streaming Tape Drive . 

4000 Compiler Suite 

ICEM ORGA/BOM 

Warranty Service 

Vista-eXceed 

99020 Disk Array Controller 

Warranty Plus Service 

Full Maintenance Service 

Per-Call Service 

VCC Specification Sheet 



15051290 


B 


15190107 


F 


15190129 


F 


15190138 


C 


15190149 


A 


19983900 


K 


19983900 


K 


19983900 


K 


202682 


E 


204582 


A 


205135 


B 


205274 




205275 


B 


205276 


D 


205282 


B 


205441 


A 


205443 


B 


205447 




205630 


A 


208006 




208014 




208015 




208017 




208026 


D 


208027 


A 


208029 




208030 


A 


208031 




208032 




208033 




208036 




208037 




208038 




208039 


B 


208040 


A 


208046 




208047 


A 


208050 


A 


208052 




208053 




208054 


B 


208055 




208057 




208058 




208059 




208060 
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Publ No. Rgv Title Price 

2080 63 ICEM Design Tools in Spanish 

208064 ICEM ORGA/BOM in Spanish 

2080 65 VistaCOM for Windows 

2080 66 Milestones Profile - EDL at Briggs and Stratton 

208070 A ICEM DDN 

208072 46141 5.25-inch Disk Drive 

208073 46031 5.25-inch Disk Drive 

208074 5837 5.25-inch Disk Drive 

208075 COMPAID 

208076 A EP/IX Operating System Brochure 

208077 Integrated Plant Engineering Brochure 

208079 5832 Solid State Disk 

208081 EZview .... .". -,. 

208082 A 8inm Cartridge Tape Jukebox Subsystem 

208083 47500, 47511, 47513 8-inch Disk Drives 

208084 5833/47430 8-inch Disk Drive 

208085 47400, 4740X Extractable Disk Chassis and Canister 

208086 Milestones Profile - Making UNIX Simple (EZview) 

208087 Vista Application Link (PC) , 

208088 A CYBER 910-200, CYBER 910-400 Tape Drives Specification Sheet .... 

208092 A EDL Networked Object Manager 

2080 94 A EDL Product Structure Manager 

208095 A EDL Process Manager 

208096 A Profile: Chrysler Engineering 

208097 BASISplus 

208098 AWBUS Sales Guide 

208103 AWBUS Data Efficiency Calculator 

208104 ICEM CAM-POST 

208105 NetWare for RISCorrputers 

208106 FDDI for the Control Data 4000 

208107 A EP/IX OSI Overview 

208108 EL*AWBUS 

208111 A 4336 Real-Time System 

208112 A 4339 Real-Time System 

208113 A 4301-lXX Real-Time Computer 

208115 Milestones Profile - More Than a Drafting Machine (ICEM) 

208116 A CYBER 910-200 Workstation 

208117 INFORMIX 

208118 Milestones Profile - No Fluff (PDM) 

208119 A ICEM Surface Milling Specs 

208120 ICEM Advanced Surface Milling Specs 

208121 ICEM Lathe Specification Sheet 

208122 ICEM NC Basic Specs 

208124 A ASCENT*DNI 

208127 ASCENT*Gateway 

208133 47008-3 VME Disk Array Subsystem 



Quick Reference (by publication number) 

Publ No. R£v litk Price 

208144 DualManager 

20814 6 Synergy: CYBER in the Open Systems Environment 

208147 FAX/4000 

208148 46015, 47451, 47452 8MM Cartridge Tape Drives Specification Sheet 

208149 Multifunction Optical Disk Drives and Libraries 

208150 X. 25/4000 for Control Data 4000 Computers Specification Sheet ... 

208151 A CYBER 970/972 Computer Systems 

208152 537 Line Printer, 587-1 Band Printer 

208159 Control Data Customer Service Brochure 

208170 A DataCon Tools 

208173 F477 

208174 CYBER High-Speed Data Communications Solutions 

208175 CYBER Communications Solutions 

208181 NOS Disk Array Subsystem (DAS) 

208182 Milestones Profile - Blueprint for the Future 

208185 Next Day Service 

208186 ICEM Curves & Surfaces Specification Sheet 

208187 ICEM Design/Drafting Specification Sheet 

208188 A ASCENT*SNA 

208190 Digitech Profile 

208197 Design News Reprint 

208198 AIM UNIX Price Performance Guide (Summer 1993) 

208199 AIM Performance Report II - 4330-300 

208200 AIM Performance Report II - 4375 InfoServer 

208201 AIM Performance Report II - 4680 InfoServer 

208202 Micro Focus COBOL/2 for UNIX Version 1.3 

208203 At the Click of a Button 

208205 AIM Performance Report II - 4680 InfoServer (4 CPU) 

208206 A GRASS 

208207 A ARIA*UniTree Technical Document 

208208 A 9100 Series 

208209 A 47480/47485/47486 3.5-inch Disk Drives Specs 

208215 Network Health Monitoring and Support Service 

208216 Network Health Check Service 

208217 ICEM DUCT 

208219 99015 VME-to-IPI-3 Adapter 

208220 UIM/X Version 2 . Specs 

208221 ICEM IGES Translators Specs 

208222 ICEM DXF Translators Specs 

208223 ICEM TVDA Translators Specs 

208224 ICEM ORGA Basic Specs 

208225 ICEM ORGA BOM Specs 

208226 ICEM ORGA Standard Parts Specs 

208227 ICEM ORGA Archive Specs 

20822 9 D Company Backgrounder 

208230 Map - The New Control Data 
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208231 Milestones Profile - The Pieceware Dileirana 

208232 Milestones Profile - Plane Speaking: EDL at CTAS 

208233 Milestones Profile-More Than a Pretty Picture : Profiling ICEM SURF 

208234 ASCENT*LINK 

208235 Petro*EDL '. 

208236 ControlServ Data Sheet 

208237 Design for Manufacture Alert 

208238 Milestones Profile - Appreciating Modern "Art" 

208239 Image Brochure 

208240 Control Data Folder (Teal) 

208241 PHOENIX 

208242 Safety-Related Quality Assurance Program 

208243 Substation Design System 

208244 Computer Parts and Supplies 

208246 Identity Guidelines Brochure 

208247 A 9120 Family 

208248 Token Ring/4000 Specs 

208249 47443 5 .25-inch' Disk Drives 

208250 LANWatch Data Sheet 

208251 ORACLE-in-SoftBench 

208252 A EDL for Pro/ENGINEER 

208253 EDL for Mentor Graphics . 

208254 4680-3XX InfoServer 

208255 PC/TCP 

208256 TotalNET 

208257 A Snuggly Coupled Architecture 

208258 Visual Debugger 

208259 A 4337 Portable Real-Time System 

208260 A AIM Performance Report II - 4680-312 InfoServer 

2082 61 AIM Performance Report II - 4 680-312 

208263 B Integrated Solutions for Real-Time Applications 

208264 A Real-Time Solutions Brochure/Folder 

208265 A I/O Interfaces 

208266 Uniplex Literature Packet 

208267 A EDL Personal PDM 

208268 A ICEM PART 

208269 A 47808-1 CD-ROM Drives Specs 

208270 A ARIA*Client Migration Manager 

208271 Lamborghini Diablo Poster 

208273 1992 3rd Quarter Report 

208274 Profile: Medical Data Analysis (University of Minnesota) 

208276 AIM Performance Report II - 4680-313 InfoServer (4 CPU) 

208277 EDL CALS/CE 

208278 Mail*Hub: "Network World" Reprint 

208279 AWBUS for Sun 

208280 ICEM CFD/CAE Brochure 
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208281 Perfecting Quality at Lamborghini Article Reprint 

208282 Milestones Profile - High Energy Computing (Combustion Eng.) .... 

208283 Milestones Profile - Managing the Uncontrollable (MAIF) 

208284 Milestones Profile - Computing at a Higher Degree (Widener Univ.) 

208285 Milestones Profile - Managing Desktop Data (ARIA Suite) 

20828 6 AWBUS for HP 

208287 NRL Article Reprint (1/93) 

208288 Milestones Profile - Bridging Gap Between CAD and CAM (ICEM PART) 

208289 A 4460 InfoServer Specs 

208290 A 44101 R4000 Processor Upgrade Specs 

208291 4420 Workstation Specs 

208292 4430/4440 InfoServer Specs , 

208293 A Milestones Profile - Taking an Industry by Storm (CFD) 

208294 A White Paper (ICEM PART) 

208295 B Mail*Hub Solution Description 

2082 96 ICEM Overview Brochure 

2082 97 ARIA*Suite Overview Brochure 

208298 ARIA*BackupPlus for UNIX 

2082 99 ARIA*Server Migration Manager 

208300 ARIA*UniTree 

208301 ARIA*Volume Manager 

208302 VHS Tape Cartridge Storage Libraries 

208303 EXB-lOi 8mm Cartridge Handling Sxibsystem 

208304 EXB-60 8mm Cartridge Handling Subsystem 

208305 EXB-120 8ram Cartridge Handling Subsystem 

20830 6 A 9140 Desktop Workstation 

208307 1992 Annual Report 

208308 The Other Company Article Reprint (4/93) 

20830 9 ICEM Consulting 

208310 4680-300 Real-Time System 

208311 A 4301-4XX Real-Time Computer 

208312 EXB-8505 8mm Cartridge Tape Subsystem 

208313 RIO 8260/MIO 8261 Data Sheet 

208314 Real-Time System Solutions Configuration Matrix 

208316 Sammi Brochure 

208317 A Systems Integration Brochure 

208318 A 9400 Server Sales Guide 

208319 9440 Server 

208320 9460 Server 

208321 9480 Server 

208322 FDDI for VMEbus (CMC-1150 Series Adapters) 

208324 SCRAMNet 

208325 Peritek 

208326 EDL Data Sheet 

208327 Systems Integration Folder 

208328 ICEM Parametric Solids 
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208330 Milestones Profile - Integrated E-mail Service, U. of MN 

208331 AWBUS PC Client 

208335 1993 1st Quarter Report 

20833 6 Software Licensing 

208337 VistaMAIL for DOS, Windows and Macintosh 

208338 E-mail Integration Services Data Sheet 

20833 9 A Mail*Hxib Data Sheet 

208340 E-mail Integration Brochure 

208341 Profile: E-mail Integration 

208342 Remote Help Desk Services 

208343 Aberdeen Group Profile: The New Control Data 

208344 AIM Performance Report II - 4460-103 InfoServer 

208345 AIM Performance Report II~ 4440-102 InfoServer 

208346 AIM Performance Report II - 4430 PC 

208347 Network Analysis Service 

208348 Network Monitoring Service 

20834 9 Network Media Audit Service 

208350 Network Maintenance Support Service 

208351 Network Installation Service ' 

208352 Networking Hardware 

208353 DynaText Browser 

208354 ODN: Open Systems Dynamic Network 

208355 DATAMATION 100 Reprint (9/93) 

20835 6 First Year Report 

208357 Postcards - It ' s Amazing i 

208358 HP9000 Series 700rt Model 742rt Real-Time Computer Systems 

208359 HP9000 Series 700i Model 747i Industrial Workstations 

208360 HP9000 Series 700i Model 745i Industrial Workstations 

208361 HP9000 Series 700i and 700rt Price & Configuration Guide 10/92 .. 

208362 HP-RT Data Sheet 

208363 HP Brochure - Meeting the Challenge, Changing the World 

208364 Network Integration Brochure 

208365 9130 Entry-Level Workstation 

20836 6 A AMIGAS (Advanced Meteorological Image & Graphics Analysis System) 

208367 1993 2nd Quarter Report 

208368 Acquisition of Evernet 

208369 SUN SPARCstation 10 

208370 SUN SPARCclassic Workstation 

208371 Real-Time SPARC Integration 

208372 Computer Technical Center Data Sheet 

208373 Health Care Insert 

208374 Financial Services Data Sheet 

208375 Real-Time Integrated Solutions Data Sheet 

20837 6 Telecommunications Data Sheet 

208377 Data Acquisition Systems 

208379 Profile: BMW 
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Profile : Dow 

Quality Consulting Services 

Waterskiers Poster 18" x 25" 

1993 3rd Quarter Report 

Software Cuts Air-Dam Design Time Article Reprint 10/93 

DocToment Management and Delivery Solutions 

Mail*Hub Document Conversion with KEYpak 

Enterprise Management Center (EMC) Data Sheet 

EMC*System Monitoring and Management 

EMC*Network Monitoring and Management 

EMC*Messaging Management 

Enterprise Management Center (EMC) Brochure 

E-Mail Integration: Forging a More Perfect Union 

1 9 93 Annual Report 

Business Reengineering 

GartnerGroup Research Note on Mail*Hub 

Network Computing Reprint 4/94 (X.500 and Univ. of Minnesota) ... 

aXessSOO 

ISO 9000 Consulting Services 

Strategic Application Development Services 

1991 Annual Report 

DI-3000 User Guide Appendix D DI-TEXTPRO V2 12 . 00 

GRAFMAKER User Guide Appendix B DI-TEXTPRO V2 13.00 

GK-2000 V2 Quick Reference Guide 13.00 

Metafile Translator User Guide with CGM i 35.00 

Contouring System V4 User Guide : 55.00 

DI-3000 Quick Reference Guide Version 6 14.00 

DI-3000 User's Guide Version 6 88.00 

Automated Testing System (ATS) Reference (VI. 2) 16.00 

SQL*Calc User's Guide Ver. 1.2 46.00 

SQL*Calc User's Guide Ver. 1.2 .."...;...... . ,- 46.00 

SQL*Menu User's Guide Ver. 4.1 4 6,00 

SQL*Menu User's Guide Ver. 4.1 4 6.00 

SQL*Report User's Guide Ver. 1.0 19.00 

SQL*Report User's Guide Ver. 1.0 19.00 

SQL*Report User's Guide Ver. 1.0 19.00 

GK-2000 V3 User Guide 94.00 

Zenith Z-200 PC Series Service Guide 9.00 

Zenith Z-150/Z-160 PC Series Service Guide 21.00 

Database Administrator's Guide Ver. 6.0 7 6.00 

Database Administrator's Guide Ver. 6.0 76.00 

Utilities User's Guide Ver. 6.0 26.00 

Utilities User's Guide Ver. 6.0 2 6.00 

Error Messages & Codes Manual Ver. 6.0 25.00 

Error Messages & Codes Manual Ver. 6.0 25.00 

SQL*Forms Operator's Guide Ver. 2.3 27.00 
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SQL*Forms Operator's 
SQL*Forms Operator's 
SQL*Forms Operator's 
SQL*Foinns Operator's 
SQL*Forms Designer ' s 
SQL*Forms Designer's 
SQL*Forms Designer's 
SQL*Foniis Designer's 
SQL*Forms Designer's 
SQL*Forms Designer's 
SQL*Forms Designer ' s 
SQL*Forms Designer's 
SQL*Forms Designer's 
SQL*Forms Designees 
SQL*Forms Operator's 
SQL*Forms Operator's 
SQL*Forms Operator's 
SQL*Foniis Operator's 
SQL*Fonns Operator's 
SQL*Forms Designer's 
SQL*Fontis Designer's 
SQL*Forms Designer's 
SQL*Fontis Designer's 
SQL*Forms Designer's 



Guide Ver- 3.0 

Guide Ver . 3.0 

Guide Ver . 2.3 

Guide Ver. 3.0 

Tutorial Ver. 2.3 . . 
Tutorial Ver. 3.0 . . 
Tutorial Ver. 3.0 . . 
Tutorial Ver. 2.3 . . 
Tutorial Ver. 3.0 . . 
Reference Ver. 2.0 . 
Reference Ver . 3.0 , 
Reference Ver .3.0 . 
Reference Ver. 2.0 . 
Reference Ver .3.0 . 
Quick Reference Ver. 
Quick Reference Ver. 
Quick Reference Ver . 
Quick Reference Ver. 
Quick Reference Ver . 
Quick Reference Ver , 
Quick Reference Ver. 
Quick Reference Ver. 
Quick Rerefence Ver. 
Quick Reference Ver. 



2.3 

3.0 

SQL*Menu User ' s Guide and Reference Ver . 5.0 

SQL*Menu User ' s Guide and Reference Ver. 5.0 

SQL*Menu User ' s Guide and Reference Ver. 5.0 

SQL*Forms Operator ' s Keyboard Card Ver. 3.0 

SQL*Forms Operator ' s Keyboard Card Ver. 3.0 

SQL*Forms Operator ' s Keyboard Card Ver . 3.0 

Introduction to SQL*Fonns & SQL*Menu Ver . 3.0 

Introduction to SQL*Fontis & SQL*Menu Ver. 3.0 

Introduction to SQL*Fonns & SQL*Menu Ver. 3.0 

SQL*Plus Quick Reference Ver . 3.0 

ORACLE for UNIX Technical Reference Guide Ver. 6.0 

ORACLE for Silicon Graphics IRIS 4 Series Install/User Ver 6.0.32 

Pro*Ada User's Guide Ver. 1.2 

Pro*Ada ORACLE Call Interfaces User's Guide Ver. 1.1 

Pro*Ada Prograinmatic Interface Addendum Ver. 1.3 

SQL*Net DECnet Ver . 1.2 

SQL*Text Retrieval Developer ' s Guide Ver. 1.1 

SQL*Text Retrieval Messages Ver . 1.1 

SQL*Text Retrieval Administrator ' s Guide Ver. 1.1 

Quick Tour of ORACLE*Mail Ver . 1.1 

Quick Tour of ORACLE*Mail Ver . 1.1 

ORACLE*Mail Quick Reference Card Ver. 1.1 



Quick Reference (by publication number) 

Publ No. Rev Title Price 

ORACLE*Mail Quick Reference Card Ver . 1.1 1.00 

ORACLE*Mail Administrator's Guide Ver. 1.1 34.00 

ORACLE*Mail Administrator's Guide Ver. 1.1 34.00 

ORACLE*Mail Application Programmer ' s Guide Ver. 1.1 25 . 00 

ORACLE*Mail Application Programmer's Guide Ver. 1.1 25.00 

ORACLE SQL*QMX User ' s Guide Ver . 1.0 46.00 

CASE*Dictionary Messages Ver. 5.0 23.00 

ORACLE CASE*Dictionary Messages Ver. 5.0 23.00 

CASE*Designer Error Messages Ver. 1.1 43.00 

ORACLE CASE*Designer Error Messages Ver . 1.1 43 . 00 

ORACLE CASE*Designer User's Guide and Tutorial Ver. 1.1 64.00 

ORACLE for Silicon Graphics, IRIS 4D Release Bulletin Ver. 6.0.36 . 16.00 

ORACLE CASE*Dictionary Reference Guide Ver. 5.0 37,00 

CASE*Generator for SQL*Forms/SQL*Menu Tutorial & Ref Ver. 2.0 ... 46.00 

ORACLE CASE*Generator for SQL*Forms/SQL*Menu Tut & Ref Ver. 2.0 . 4 6.00 

CASE*Generator for SQL*ReportWriter/SQL*Plus Tutorial/Ref Ver. 1.0 27.00 

ORACLE CASE*Generator for SQL*ReportWriter/SQL*Plus Tut/Ref VI. 0. 27.00 

0RACLE7 Server Concepts Manual Ver. 7.0 38.00 

0RACLE7 Server Administrator 's Guide Ver. 7.0 64.00 

0RACLE7 Server Application Developer's Guide Ver. 7.0 41.00 

0RACLE7 Server Messages and Codes Manual Ver. 7.0 15 . 00 

0RACLE7 Server Utilities User's Guide Ver. 7.0 41.00 

0RACLE7 Server SQL Language Reference Manual Ver. 7.0 57.00 

0RACLE7 Server SQL Language Quick Reference Ver. 7.0 9.00 

0RACLE7 Server Migration Guide Ver. 7.0 19.00 

0RACLE7 SQL*Plus User's Guide and Reference Ver. 3.1 28.00 

0RACLE7 SQL*Plus Quick Reference Ver. 3,1 5.00 

0RACLE7 PL/SQL User ' s Guide and Reference Ver. 2.0 47 .00 

0RACLE7 Programmer's Guide to the ORACLE Precompilers Ver. 1.5 .. 43.00 

0RACLE7 Programmer's Guide to the ORACLE Precompilers Ver. 1.5 .. 43.00 

0RACLE7 Programmer's Guide to the OCI's Ver. 7.0 43.00 

0RACLE7 SQL*Net V2 Aciministrator 's Guide Ver. 2.0 42.00 

0RACLE7 PR0*C Precompiler Supplement Ver. 1.5 20.00 

0RACLE7 PRO*C Precompiler Supplement Ver. 1.5 20.00 

0RACLE7 Server for UNIX Administrator's Reference Gd. Ver. 7.0.12 34.00 

0RACLE7 Tools for UNIX Administrator's Reference Guide Ver. 7.0. 51.00 

0RACLE7 Server Documentation Addendiom (Beta2 Dociamen.) Ver. 7.1.2 18.00 

CASE Products Reference Diagrams Ver. 5.0 6.00 

CASE*Generator Error Messages Ver. 2.0 14.00 

CASE*Dictionary Meta-model Ver. 5.0 40 .00 

CASE*Dictionary Administration Guide Ver. 5.0 21.00 

CASE*Dictionary Tutorial Ver . 5.0 25.00 

CASE*Dictionary Reference Guide Ver . 5.0 59.00 

0RACLE7 for MIPS ABI Installation & Configuration Gd. Ver. 7.0.15 29.00 

ORACLE Data Query Administrator's Guide Ver. 3.1 16.00 

ORACLE Data Query User's Guide and Tutorial Ver. 3.1 27.00 
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Quick Reference (by publication number) 
Publ No. Rfiv Mfi Price 

ORACLE Data Query User's and Administrator's Quick Ref. Ver. 3.1. 10.00 

SQL*TextRetrieval Developer's Guide Ver. 2.0 35.00 

SQL*TextRetrieval Messages Ver . 2.0 17 . 00 

SQL*TextRetrieval Administrator's Guide Ver. 2.0 37.00 

CASE*Designer User's Guide and Tutorial Ver. 1.1 33.00 

CASE*Designer Reference Diagrams Ver. 1.1 6.00 

ORACLE for Sun SPARC Solaris 2.2 Install & Config. Gd. Ver 6.0.37 38.00 
ORACLE for Sun SPARC Solaris 2.2 Install & Config. Gd. Ver. 7. 0.13 30.00 

ORACLE for Sun SPARC Solaris 2.2 Release Update Ver. 7.0.15 , 12.00 

PRO*C Supplement to the ORACLE Precompilers Guide Ver. 1.4 19.00 

PRO*FORTRAN Supplement to the ORACLE Precompilers Gd. Ver. 1.4 .. 19.00 

Programmer's Guide to the ORACLE Precompilers Ver. 1.4 34.00 

0RACLE7 Multiprotocol Interchange Administrator's Guide Ver. 2.0. 17.00 
0RACLE7 Pro*FORTRAN Supplement to ORACLE Precompilers Gd. Ver. 1.5 20.00 
0RACLE7 Pro*FORTRAN Supplement to ORACLE Precompilers Gd. Ver. 1.5 20.00 

0RACLE7 Network Products Messages Manual Ver. 2.0 16.00 

IMSL Math/Library User ' s Version 1.1 35.00 

IMSL STAT/Library User's Version 1.1 35.00 

IMSL SFUN/Library User's 32.00 

Vista - PC/TCP Network Software for DOS/Windows Ver. 2.3 75.00 

Vista - PC/TCP Network Software for DOS/Windows Ver. 2.3 75.00 

Vista-eXceed X window Server for DOS User's Guide (3.3) 40.00 

Vista-eXceed X Window Server for DOS User's Guide (3.3) 40.00 

VistaCOM M User's Guide 50.00 

VistaCOM M User's Guide : 50.00 

Vista-eXceed/W X Window Server for Windows User's Guide (3.3) ..; 40.00 
Vista-eXceed/W X Window Server for Windows User's Guide (3.3) ... 40.00 
VistaCOM for Windows User/Reference/Connectivity Guides (2.0A) .. 50.00 
VistaCOM for Windows User/Reference/Connectivity Guides (2.0A) .. 50.00 

VistaCOM VII User's Guide (1.1) 40.00 

VistaCOM VII User's Guide (1.1) 40.00 

VistaCOM for the Macintosh User's Guide (1.2) 50.00 

VistaCOM for the Macintosh User's Guide (1.2) 50.00 

VistaCOM V User's Guide 40.00 

VistaCOM V User's Guide 40.00 

IQ Docxomentation (Ver. 3, Rev. 2) 50.00 

IQ Documentation (Ver. 3, Rev. 2) 50.00 

Maintenance 10 . 00 

Set Up & Reference (CT301-C/E, CT302-C/E) * 

Technical Manual * 

Set Up & Reference (CT301-D, CT302-D) * 

Parts Identification 28.00 

Reference * 

Operator Guide * 

Hardware Field Service Manual (2 Vols) * 

Parts * 
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Quick Reference (by publication number) 

Puhl No. Rev Title Price 

User Guide 14.00 

CML/VE Reference 12.00 

HMM 63.00 

Remote Technical Assistance Handbook (810-860) 13.00 

Remote Technical Assistance Handbook (990,995) 13.00 

Remote Technical Assistance Handbook (960,962) 13.00 

Remote Technical Assistance Handbook (992,994) 13.00 

CPU Level 4 Diagrams * 

CPU Level 3 Diagrams 48.00 

CPU Theory & Diagrams (Levels 0-2) 15 . 00 

Mainframe Complex Data CYBER 960 & 962 SPM 18 . 00 

Mainframe Complex Installation & Checkout Guide 56.00 

Mainframe Power & Environmental Subsystem Theory & Diagrams 16.00 

Troubleshooting Guide 67 .00 

CPU Maintenance Guide 16.00 

MG Interface Unit (I/F) Hardware Maintenance Guide 8.00 

Power & Environmental System Maintenance Guide 25 .00 

CYBER 170 State Hardware Reference Guide 15.00 

lOU Maintenance Guide 60.00 

Virtual State Hardware Reference Guide Vol .1 12 . 00 

Virtual State Hardware Reference Guide Vol.2 55 .00 

CYBER Systems Peripheral Diagnostics RM (840-860, 840A-870A) 48.00 

CYBER Systems Peripheral Diagnostics Reference (990, 990E, 995E) .. 48.00 

CYBER Systems Peripheral Diagnostics Reference (930) 48.00 

CYBER Systems Peripheral Diagnostics Reference (960/962,970/972). 48.00 

CYBER Systems Peripheral Diagnostics Reference (992,994) 48.00 

ICEM Solid Modeling/Analysis Reference (Ver. 3.0) 37.00 

ICEM Solid Modeling/Analysis Reference (Ver. 3.0) 37.00 

ICEM IGES Translator's Reference (Ver. 3.2) 13.00 

ICEM IGES Translator's Reference (Ver. 3.2) 13.00 

ICEM Instant/Global Glossary Reference (Ver, 3.2) 31.00 

ICEM Instant/Global Glossary Reference (Ver. 3.2) 31.00 

Hardware Operating 7.00 

Logic Diagrams 43.00 

Logic Diagrams 26.00 

Theory Of Operation 10 . 00 

Maintenance 13.00 

Troubleshooting 40.00 

Installation 40.00 

Parts Catalog 8.00 

CONNECT for the IBM PC VI . 4 User Guide 10.00 

CONNECT for the IBM PC VI . 4 User Guide 10.00 

Maintenance * 

Schematics Package 10 . 00 

Parts Catalog * 

Installation & Instructions * 
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Title Price 

Theory Of Operation * 

Operators * 

File Server for STORNET & ESM II Usage 16.00 

ICEM Introduction & System Controls Reference (Ver. 3.2) 42.00 

ICEM Introduction & System Controls Reference (Ver. 3.2) 42.00 

ICEM Basic Construction Reference (Ver. 3.2) 35.00 

ICEM Basic Construction Reference (Ver. 3.2) 35.00 

ICEM Drafting Functions Reference (Ver. 3.2) 37.00 

ICEM Drafting Functions Reference (Ver. 3.2) 37.00 

ICEM Data Management Reference (Ver. 3.2) 65 . 00 

ICEM Data Management Reference (Ver. 3.2) 65 . 00 

ICEM Advanced Design Reference (Ver. 3.2) 73.00 

ICEM Advanced Design Reference (Ver. 3.2) 73.00 

ICEM Numerical Control Reference (Ver. 3.2) 75.00 

ICEM Numerical Control Reference (Ver. 3.2) ... 75.00 

ICEM GPL Reference (Ver. 3.2) 34.00 

ICEM GPL Reference (Ver. 3.2) 34.00 

Operator Guide * 

Installation Instructions * 

Maintenance 14.00 

Parts Catalog 3.00 

Theory Of Operation 4.00 

Schematics Diagram 5.00 

CDCNET TCP/IP Programming Interfaces & Applications Reference ... 75.00 
CDCNET TCP/IP Programming Interfaces & Applications Reference ... 75.00 

ICEM Bend/Unbend Reference \ * 

ICEM Bend/Unbend Reference * 

Installation & Maintenance ' 4.00 

MSL 155 Maintenance Software RM (Vector Tests) (990, 990E, 995E) .. 4.00 

ICEM V2 Facilities Tablet Overlay (Ver. 2.0) 2.00 

ICEM V2 Facilities Tablet Overlay (Ver. 2.0) 2.00 

lOU L0-L3 Theory/Diags HMM (AT511-A, AT512-A) 43 . 00 

lOU L0-L3 Theory/Diags HMM 43 . 00 

lOU L4 Diagrams HMM (962-11/31/32, AT511-A, AT512-A, AT513-A) 108.00 

CAM-POST Reference (NOS/VE, IRIX) (OBSOLETE) 

CAM-PUNCH Reference (NOS/VE, IRIX) 2.00 

CAM-APT-SURF Reference & User Guide (NOS/VE) 49.00 

ICEM V2 DDN Tablet Overlays (Ver. 2.1.1) 68.00 

ICEM V2 DDN Tablet Overlays (Ver. 2.1.1) 68.00 

AMIGAS II User's 46.00 

AMIGAS II Administrator's Manual 39.00 

AMIGAS II Programmer ' s Reference 72 . 00 

AMIGAS II Programmer's Reference 72.00 

ICEM Hydraulics Reference * 

ICEM Hydraulics Reference * 

Reference Manual (Link NAD) 13 . 00 
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Quick Reference (by publication number) 

Publ No. Rfiv Utk Pric^ 

Maintenance Software Library Reference 16.00 

Optional CM Upgrades Install /Checkout HMM (990, 990E, 995E) 36.00 

Optional CM Upgrades Install/Checkout HMM (992,994) 36.00 

Mainframe Complex CYBER 2000 SPM 13 . 00 

Installation Guide 18.00 

Hardware Reference Vol. 1 12 . 00 

Hardware Reference Vol.2 60.00 

Maintenance Guide 63 . 00 

Quick Reference Guide ,. 46.00 

CP /CM/CMC LO & Power/Environmental Diagrams 28.00 

lOU HMM {990E,995E) (AT511-A/AT512-A) 23.00 

lOU HMM (992,994) (AT511-A/AT512-A) 23.00 

Hardware Installation & Troubleshooting Maintenance 108 . 00 

HMM Vol .1 15 . 00 

HMM Vol.2 (Diagrams) 25.00 

Administrator's Manual for ICEM Plus (910-500) * 

ICEM ORGA User's Reference and Customization Manual (Ver. 3.1) .. 34.00 

ICEM ORGA User's Reference and Customization Manual (Ver. 3.1) .. 34.00 

CONNECT Plus for the IBM PC Vl.O User's Guide 9.00 

CONNECT Plus for the IBM PC VI . User ' s Guide 9.00 

User's Guide 6.00 

Hardware Operating Manual 40 . 00 

Theory Of Operations 40 . 00 

Maintenance , 40 . 00 

Troubleshooting t 15 . 00 

Installation ; 7.00 

Parts Catalog 40.00 

CDCNET Coitanands Reference 122 . 

CDCNET Commands Reference 122 . 00 

ICEM Parametric Modeler Interface Guide 9.00 

CYBER Initialization Pkg (CIP) RM (810, 815, 825, 830, 810A, 830A) ... 30.00 

.CYBER Initialization Pkg ''(CIP) RM(835, 840, 845, 850, 855, 860,AB115A) 29.00 

CYBER Initialization Pkg (CIP) RM (840-860, 840A-870A) 32.00 

CYBER Initialization Pkg (CIP) RM (990, 990E, 995E) (AT478A/481A) .. 32.00 

CYBER Initialization Pkg (CIP) RM (960,970) 28.00 

CYBER Initialization Pkg (CIP) RM (994) 28.00 

CYBER Initialization Pkg (CIP) RM (962,972) 15.00 

CYBER Initialization Pkg (CIP) RM (992) 15.00 

CYBER Initialization Pkg (CIP) RM (865, 875, Non-Model 8XX/9XX) 26.00 

Operation & Maintenance Guide 12 . 00 

MSL 155 Maint Software RM (CPU/Memory Tests) (990, 990E, 995E) 8.00 

MSL 155 Maintenance Software RM (CPU/Memory Tests) (992,994) 8.00 

Maintenance 34.00 

Schematics Package 10.00 

Installation Instructions 13 . 00 

Theory Of Operation 11 .00 
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Quick Reference (by publication number) 

Publ No. Rfiv Titk M££ 

60000441 01 Operator Guide * 

60000453 A CYBER 910-500/910-600 UNIX V5 Keyboard Template for ICEM DDN 2.1. 4.00 

60000455 A FTAM/VE Usage 11.00 

60000456 A User's Guide (5680-11,5682-12/14) 11.00 

60000457 B Introduction To Architecture .' 6.00 

60000483 4H ICEM DYNA3D User ' s Manual (NOS/VE, IRIX) 26.00 

60000485 00 ICEM TAURUS User ' s Manual (N0S2,IRIX) * 

60000494 F Configuration Guide 7.00 

60000495 A HRM 18.00 

60000496 D HMM 66.00 

60000501 A Theory Of Operation (2 Vols) * 

60000502 A Maintenance Manual (2 Vols) 80.00 

60000503 A Part Number Compatibility Manual * 

60000504 A Operators Guide * 

60000505 A Remote Diagnostic Account Equipment Installation Manual * 

60000506 A Automatic Cartridge Loader Illustrated Parts Catalog 20.00 

60000507 A Automatic Cartridge Loader Maintenance Manual 31.00 

60000508 A Cartridge Drive Logics 96.00 

6000050 9 A Control Unit Logics (2 Vols) 184.00 

60000510 A Assembly & Installation Manual * 

60000511 A Maintenance Manual * 

60000512 A Illustrated Parts Catalog * 

50000513 A Library Storage Module (LSM) Logic 39.00 

6000,0514 A Library Control Unit (LCU) Logic 22.00 

6000^0515 A Library Management Unit (LMU) Logic 32 . 00 

6000(0516 B Installation & Service 30.00 

60000516 B 5744 ACS Installation & Service 30.00 

60000517 B Automated Cartridge Exercise System User Guide * 

60000517 B 5744 ACS Automated Cartridge Exercise System User Guide * 

60000518 B System Prograitimer ' s Guide . 56.00 

60000518 B 5744 ACS System Programmer's Guide 56.00 

60000519 B System Administrator's "Guide . .' 46.00 

60000519 B 57 44 ACS System Administrator's Guide 46.00 

60000520 A Part Number Compatibility Manual * 

60000521 A Programmers Guide . * 

60000521 A 5744 ACS Programmer's Guide * 

60000523 A Illustrated Parts Catalog 11.00 

60000525 A Maintenance Manual 45.00 

60000528 A Installation 19.00 

60000534 A Installation Manual (7990-31) 19 . 00 

60000537 B System Console Operations,. Maintenance/Reference Operation Guide. 9.00 

60000539 E System Console User Interf ace/CIP Reference 18 . 00 

60000540 B Service Processor Reference * 

60000541 C MSL 15X Maintenance Software Library Reference 21.00 

60000542 B PPS Diagnostics Reference 27 . 00 

60000547 2" 4000 Series Binder 9.00 
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Quick Reference (by publication number) 
Publ No. Rex litk Prks 

Reference 13 . 00 

Reference 17 . 00 

Reference * 

Control Data 4000 Series Applications Directory (1/93) 82.00 

Control Data 4000 Series Applications Directory (1/93) 82.00 

Desktop Manager User' s Guide 17 . 00 

CDCNET Network Management Station Operator's Guide 20.00 

Desktop Manager Tutorial 5.00 

IM/ Access Reference Manual 16.00 

IM/ Access User Guide 5.00 

EDL User Access User's Manual 37.00 

EDL User Access User's Manual 37.00 

EDL Networked Information Manager Administrator's Guide 12.00 

EDL Networked Information Manager Administrator's Guide 12.00 

EDL Integrator Customization Manual 72 . 00 

EDL Integrator Customization Manual 72 . 00 

EDL Database Administration Reference 33.00 

EDL Database Administration Reference 33.00 

EDL Release Manager User ' s Manual 9.00 

EDL Release Manager User ' s Manual 9.00 

EDL Product Structure Controller User ' s Manual 5.00 

EDL Product Structure Controller User's Manual 5.00 

EDL User Access for VAX/VMS User's Manual 33.00 

EDL Networked Information Manager for VAX/VMS Administrator's Gd. 14.00 

EDL Integrator Customization for VAX/VMS 72.00 

EDL Database Administration for VAX/VMS Reference 17 .00 

Generic Maintenance Error Codes System Diagnostic Messages 12.00 

ICEM DIN Drafting Functions Reference (Ver . 3.1) * 

ICEM DIN Drafting Functions Reference (Ver. 3.1) * 

Reference 12 .00 

ICEM Parametric Modeler Parts, & Assemblies Modeling User's Guide. 57.00 

ICEM Parametric Modeler Fundamentals Manual 15.00 

ICEM Parametric Modeler Manufacturing User' s Guide 28.00 

. ICEM Parametric Modeler Finite Element Modeling User's Guide .... 5.00 

ICEM Parametric Modeler Project User ' s Guide 8.00 

ICEM Parametric Modeler Drawing User ' s Guide 34.00 

ICEM Parametric Modeler Master Indices 11.00 

System Removal Guide 8.00 

Usage Guide 12 . 00 

ICEM Parametric Modeler Sheet Metal User's Guide 13 .00 

ICEM TVDA Translator Reference (Ver. 3.1) 10.00 

ICEM TVDA Translator Reference (Ver. 3.1) 10.00 

ICEM DXF Translator Reference (Ver. 3.1) 5.00 

ICEM DXF Translator Reference (Ver. 3.1) 5.00 

Network Transfer Facility Usage 19.00 

Network Transfer Facility Usage 19.00 
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Quick Reference (by publication number) 

Publ No. Rev Title Price 

ICEM Parametric Modeler Pro/Library Parts & Features Catalog .... 40.00 

ICEM 3D Sketcher Reference (Ver. 3.1) 9.00 

ICEM 3D Sketcher Reference (Ver. 3.1) 9.00 

Installation Instructions 3.00 

ICEM Parametric Modeler Administration Guide 5.00 

ICEM Parametric Modeler Cabling User's Guide 6.00 

ICEM Parametric Modeler TOOLING Library Catalog 28.00 

ICEM Parametric Modeler Connector Library Catalog 40.00 

ICEM Parametric Modeler Installation Guide 9.00 

ICEM Design /Drafting Tutorial 13.00 

ICEM CFD/CAE INPUT Version 3.1.2.1 User's Manual 3.00 

ICEM CFD/CAE FRONTAL Version 3.1.2.1 User ' s Manual 3.00 

ICEM CFD/CAE MULCAD Version '3 .1.2. 1 Reference Manual 35 . 00 

ICEM CFD/CAE PADAMM Version 3.1.2.1 Reference Manual 3.00 

ICEM CFD/CAE PADAMM V3. 1,2.1 Intfc User Def Interpol & Relax Sch. 4.00 

ICEM CFD/CAE TAURUS Version 3.1.2.1 Reference Manual 7.00 

ICEM CFD/CAE TAURUS Interface Version 3.1.2.1 Description 3.00 

ICEM CFD/CAE GLOBAL Version 3.1.2.1 User's Manual 4.00 

ICEM CFD/CAE TETRA Version 3.1.2.1 User's Manual 4.00 

ICEM CFD/CAE Output Interface Version 3.1.2.1 Standard O/I Desc. 7.00 

ICEM CFD/CAE LEO Grid Visualizer Version 3.1.2.1 Reference Manual 4.00 

ICEM CFD/CAE Manager Version 3.1.2.1 User ' s Manual 5.00 

ICEM CFD/CAE Output Interface Version 3.1.2.1 Library Description 5.00 

ICEM CFD/CAE P-CUBE Version 3.1.2.1 Reference Manual 4.pO 

EDL Networked Object Manager User's Manual 31.00 

EDL Networked Object Manager Administrator's Manual 2 6.00 

EDL Integrator Toolkit Overview and Guidelines 13 .00 

EDL Networked Object Manager Database Administration Manual 15.00 

EDL Integrator Toolkit Reference Manual 54.00 

EDL Process Manager User's/Administrator's Manual : 12.00 

EDL Product Structure Manager User ' s /Administrator 's Manual 11.00 

EDL DynaText Interface Guide 4.00 

X Windows for NOS/VE User Guide 10.00 

X Windows for NOS/VE User Guide 10.00 

ICEM Parametric Modeler Pro/VIEWONLY User's Guide 4.00 

ICEM Parametric Modeler Composites User's Guide 3.00 

ICEM Parametric Modeler Mold Design User ' s Guide 7.00 

ICEM Parametric Modeler Moldbases & Component Parts Catalog 12.00 

ICEM PART Version 1 . User ' s Manual 47.00 

ICEM Advanced Surface Milling Reference (Ver. 3.2) 42 .00 

ICEM Advanced Surface Milling Reference (Ver. 3.2) 42 . 00 

ICEM Numerical Control-Basic Reference (Ver. 3.2) 39.00 

ICEM Numerical Control-Basic Reference (Ver. 3.2) 39.00 

ICEM SURF Ver. 1.6 Reference Vol.1 (Intro. & Service Functions) . 51.00 

ICEM SURF Ver. 1.6 Reference Vol.2 (Geometry Functions) 47.00 

Installation Guide * 
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Quick Reference (by publication number) 
Publ No. Rev Title _^__ Price 

EDL 6 - Installation Guide 16.00 

EDL 5 .X to EDL 6 . Upgrade and Conversion Guide 28.00 

Desktop Manager 1 . Installation Guide 3.00 

EDL Integrator Toolkit API Reference 186.00 

Desktop Manager 1 . User Release" Bulletin 3.00 

EDL 6 . User Release Bulletin 4.00 

FrameMaker Interface Guide 5.00 

EDL DynaText for PC Interface Guide 3.00 

ICEM Interface Guide 6.00 

EDL CGM-View Plotting Interface Guide 4.00 

EDL Personal Product Data Manager Release Notes 3.00 

EDL Pro/ENGINEER Interface Guide 6.00 

Desktop Manager for NOS/VE User's Manual 15 . 00 

Desktop Manager for NOS/VE Tutorial 4.00 

ICEM CGM-Spooler User's Guide 8.00 

ICEM CGM-Spooler Extended User ' s Guide 6.00 

CAM-POST Unix User's Guide (Ver. 10.3) 5.00 

CAM-POST QUEST Reference Manual (Ver. 10.3) 19.00 

CAM-POST DBMAN Reference Manual (Ver . 10.3) 3.00 

CAM-POST GENER Reference Manual 14.00 

Product to Equipment /Equipment to Product Cross Reference List .. 90.00 

CDCNET Product Configurator Summary 2.00 

CDCNET Product Configurator Summary 2.00 

2^ Binder - Grey W/CDC Logo (D-Ring) 6.00 

1-1/2" Binder - Grey W/CDC Logo (D-Ring) 5.00 

2-1/4" Binder - Grey W/CDC Logo (D-Ring) 8.00 

1" Binder - Grey W/CDC Logo (D-Ring) 6.00 

1-1/2" Binder - Grey W/CDC Logo 25 . 00 

1" Binder - Grey W/CDC Logo 10 . 00 

Peripheral Equipment Codes Instant 8.00 

System Maintenance Monitor (SMM) RM (3 Vols) * 

System Maintenance Monitor (SMM) RM (3 Vols) (171-175) * 

System Maintenance Monitor (SMM) RM (3 Vols) * 

Central/Peripheral Processor Instructions Card 33.00 

Hardware Reference 79.00 

Site Preparation General Information * 

Peripheral Equipment Data SPM 39.00 

DMS-170 Query Update V3 UG (For use with CYBER Record Mgr) 7.00 

DMS-170 Query Update V3 UG (For use with CYBER Record Mgr) 7.00 

DMS-170 Query Update V3 UG (For use with CYBER Record Mgr) 7.00 

KATO Motor Generator Sets (Serial 55972 & Above) HMM Vol.1 * 

Refrigeration System HR/MM (7 6) (AA10 6-A) 15.00 

Refrigeration System HR/MM (175) 15 . 00 

Refrigeration System HR/MM (740-760) (AA120-D) 15 . 00 

Refrigeration System HR/MM (865,875) 15.00 

CYBER Loader VI Reference 16.00 
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Quick Reference (by publication number) 

Publ No. Rev Title Price 

CYBER Loader VI Reference 16. 0( 

Power & Temp Protect Systems HMM (840-8 60, 840S-855S, 840A-870A) .. 30. DC 

Power & Temperature Protect Systems HMM (990, 990E;. 995E) 30-0( 

Power & Temperature Protect Systems HMM (Series 600 Memory) 30. OC 

Subsystem Reference * 

HMM Vol.1 (Gen Desc, Install & Checkout, Theory, Diags^Maint) * 

HMM Vol.2 (Parts Data,W/L) * 

CYBER Loader VI Instant 7.00 

CYBER Loader VI Instant 7.00 

Update VI Reference 8.00 

Update VI Reference 8.00 

Update VI Reference 8.00 

Update VI Reference 8.00 

Update VI Instant 5.00 

Update VI Instant 5.00 

Update VI Instant 5.00 

Update VI Instant . 5.00 

Modify Reference 11.00 

Modify Instant 5.00 

CDC Computer Systems Section 4 Monitoring & Power Data SPM 56.00 

On-Line Maintenance Software Reference * 

APL V2 Reference 19.00 

APL V2 Reference . 19.00 

APL V2 Files FORTRAN Utilities Reference 9.00 

APL V2 Files FORTRAN Utilities Reference 9.00 

APL V2 /Total V2 Interface Reference 7.00 

APL V2/Total V2 Interface Reference 7.00 

On-Line Maintenance Software Reference 5.00 

HMM * 

INTERCOM V5 Reference 14.00 

Operator ' s Guide * 

Power Dist/Warning System HMM (810, 830) 10.00 

CYBIL Reference 15 . 00 

CYBIL Reference 15 . 00 

CYBER Computer Systems Applications Directory (4/90) 26.00 

Remote Host Facility LCN Handbook for DEC/VAX Systems 22.00 

HRM * 

HMM (2 Vols) 70 . 00 

XEDIT V3 Reference 8.00 

XEDIT V3 Reference 8.00 

MSL 100 Off -Line Maintenance Software Library RM (71-74,76 Modif) * 
MSL 100 Off-Line Maintenance Software Library RM (171-175,176) .. * 

MSL 100 Off-Line Maintenance Software Library RM (720-760) * 

MSL 100 Off-Line Maintenance Software Library Reference * 

HMM * 

INTERCOM V5 Interactive Command Summary 1.00 
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INTERCOM V5 Remote Batch Command Summary 2.00 

Reference 9.00 

INTERCOM V5 Remote Batch User Guide 5.00 

INTERCOM V5 Interactive Guide for Users of COBOL 7.00 

Concurrent Maintenance Library (CML) Reference 25.00 

Concurrent Maintenance Library (CML) Reference 25 . 00 

Concurrent Maintenance Library (CML) Reference 25. 00 

Troubleshooting Guide 14.00 

Malet Language Programming Reference 127 .00 

Malet Language Programming Reference 127 . 00 

Malet Language Programming Reference 127 . 00 

INTERCOM V5 Multi-User Job Capability Reference * 

Hardware Reference (17 6) (AA147-A/B) 43 . 00 

Hardware Reference (720-760) (AA120-D,AA131-D) .. 43.00 

CM Theory, Diagrams HMM (720-760) (AA120-D,AA131-D) * 

CM Theory, Diagrams HMM (865) (AA120-E) * 

Power Dist /Warning System, Cooling System HMM (815, 825) * 

Diagnostic Index * 

HMM 13.00 

MSL 15X Off-Line Maint Software Library RM (815,825,835,845,855). 43.00 

MSL 15X Off-Line Maintenance Software Library RM (810-860) 43.00 

MSL 15X Off-Line Maintenance Software Library RM (990, 990E, 995E) . 43.00 
MSL 15X Off-Line Maintenance : Software Library Reference (960,962) 43.00 
MSL 15X Off-Line Maintenance ■ Software Library Reference (992,994) 43.00 

MSL 15X CMSE Commands Card .\ 14.00 

MSL 15X CMSE Commands Card .'. 14 . 00 

MSL 15X CMSE Commands Card 14.00 

Operator Maintenance Guide 4.00 

PLOT 10 Graphics Tablet Utility Routine User Guide 9.00 

PLOT 10 CALCOMP Plotter Preview Routine User Guide * 

PLOT 10 Character Generation System User Guide 9.00 

PLOT 10 Interactive Graphing Package User Guide 24.00 

Concurrent Maintenance Library (CML) Customer's Guide (V3.2) .... 8.00 
Concurrent Maintenance Library (CML) Customer's Guide (V3.2) .... 8.00 
Concurrent Maintenance Library (CML) Customer's Guide (V3.2) .... 8.00 

Export High Speed Reference 8.00 

MSL 130/140 Instant 44.00 

MSL 130/140 Instant 44.00 

MSL 130/140 Instant 44.00 

MSL 130/140 Instant (865,875) 44.00 

MSL 130/140 Instant 44.00 

Global Glossary 21.00 

Global Glossary 21.00 

HMM 23.00 

SES (Software Engineering Services) VI. User's Handbook * 

CYBIL Handbook 7.00 
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Quick Reference (by publication number) 
Publ No, Rfiv litk £n££ 

System Programmer's Reference Vol.2 36.00 

ICEM DDN Tablet Overlay 73.00 

ICEM DDN Tablet Overlay 73.00 

Codes Booklet (815,825,835,845,855) 6.00 

Codes Booklet (810-860, 840S, 845S, 855S, 840A-870A) ". 6.00 

Codes Booklet (990, 990E, 995E) 6.00 

Codes Booklet (960/962,970/972) 6.00 

Codes Booklet (992,994) 6.00 

Maint Registers Codes Booklet (CPU,CM,IOU) (815,825,835,845,855). 28.00 
Maint Reg Codes Bklt (CPU,CM, lOU) (810-860, 840S-855S, 840A-870A) . 28.00 
Maintenance Registers Codes Booklet (CPU,CM,IOU) (990, 990E, 995E) . 28.00 

Maintenance Registers Codes Booklet (CPU,CM,IOU) (992,994) 28.00 

CP/CM Logic Diagram Symbols (2 Vols) * 

CP/CM Logic Diagram Symbols (2 Vols) (845, 855) * 

CP/CM Logic Diag Symbols (2 Vol) (840-860, 845S, 855S, 840A-860A) .. * 

CP/CM Logic Diagram Symbols (Vol. 1,2) (990) * 

Install/Checkout HMM (845,855) 28.00 

Install/Checkout HMM (845,855) 28.00 

CP/CM Theory HMM (845/855) 45.00 

CP/CM Theory HMM (840, 845, 850, 855, 860, 840A, 850A, 860A) 45.00 

CP/CM L0-L3 Logic Diagrams HlylM (3 Vols) (845,855) 76.00 

CP/CM L0-L3 Logic Diags HMM (3 Vol) (840-860, 845S, 855S, 840A-860A) 76.00 

CP/CM L4 Logic Diagrams HMM (5 Vols) (845,855) 367.00 

CP/CM L4 Logic Diags HMM (5 Vol) (840-860, 840S-855S, 840A-870A) .. 367.00 

CP/CM Maintenance, Parts Data HMM (845, 855) * 

CP/CM Maintenance, Parts Data HMM (845, 855) * 

CP/CM Theory Diagrams HMM (865, 875) * 

Maintenance, Parts Data HMM (865,875) 34.00 

CM Maintenance, Parts Data HMM (990) 34.00 

CYBER 170/170M Models 865/875 Section 2 System Data SPM * 

Troubleshooting Guide (Loosely Coupled Network) 23.00 

HMM Vol.2 (Parts Data, W/L) 26.00 

HMM (2 Vols) * 

MSSI V3 Installation Handbook * 

Hardware Reference (Virtual State) Vol.2 (815,825,835,845,855) ,. 63.00 

Hardware Reference (Virtual State) Vol.2 (810,830,835-860) 63.00 

Hardware Reference (Virtual State) Vol.2 (990, 990E, 995E) 63.00 

Accounting & Validation Utilities for Dual State Usage * 

CM Theory, Diagrams W/L HMM (875) * 

CM Theory, Diagrams, W/L HMM (990) * 

HRM * 

Remote Host Facility Handbook for IBM Systems 24.00 

Of f-Line Maintenance Library Reference * 

MSL 153 Maintenance Software Reference (845,855) 19.00 

MSL 153 Maintenance Software Reference (845,850,855,860) 19.00 

HRM 36.00 
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Quick Reference (by publication number) 
Pub! No. Rev Title Price 

HMM 59.00 

User Guide * 

System Overview 17 . 00 

Analysis Handbook 153 . 00 

Operations Handbook ." . 95.00 

Installation Handbook 51.00 

Applications Programmer's Instant 17 . 00 

Systems Programmer's Instant 75.00 

Diagnostic Index 40.00 

Reference Vol .2 * 

Hardware Performance Analyzer (HPA) User Reference 69.00 

Hardware Performance Analyzer (HPA) User Reference 69.00 

Hardware Performance Analyzer (HPA) User Reference 69.00 

TAF VI Reference 20.00 

TAF/CRM Data Manager VI Reference 8.00 

TAF VI User Guide 12 . 00 

HMM Vol.1 (Gen Desc, Install & Checkout, Theory, Diags,Maint) 68.00 

Reference Vol.2 (Guide to System Usage) 67 . 00 

Reference Vol.3 (System Commands) 103.00 

Reference Vol . 4 (Program Interface) 64.00 

Administration Handbook 15 - 00 

CYBER Supermini Operations User Guide 18,00 

MSL 140 Off-Line Maintenance Software Library RM (865,875) * 

Binary Maintenance Log (BML) Message Formats 33 . 00 

General Description HMM (815,825,835,845,855) * 

General Description HMM (810-860, 845S, 855S, 840A-860A) * 

General Description HMM (990, 990E, 995E) * 

Remote Host Facility (RHF) Access Method Reference 14.00 

Remote Host Facility (RHF) Access Method Reference 14.00 

MSL 153 ACT3 Test Description RM (845,855) 7.00 

MSL 153 ACT3 Test Description RM (845,855) 7.00 

MSL 153 ANT3 Test Description RM (845,855) 29.00 

MSL 153 ANT3 Test Description RM (845,855) 29.00 

MSL 153 BPT3 Test Description RM (845,855) 9.00 

MSL 153 BPT3 Test Description RM (845,850,855,860) 9.00 

MSL 153 CMT3 Test Description RM (845,855) 13.00 

MSL 153 CMT3 Test Description RM (845,850,855,860) 13.00 

MSL 153 CST3 Test Description RM (845,855) * 

MSL 153 CST3 Test Description RM (845,850,855,860) * 

MSL 153 CTT3 Test Description RM (845,855) 6.00 

MSL 153 CTT3 Test Description RM (845,855) 6.00 

MSL 153 ICT3 Test Description RM (845,855) * 

MSL 153 ICT3 Test Description RM (845,850,855,860) * 

MSL 153 LMT3 Test Description RM (845,855) 25.00 

MSL 153 LMT3 Test Description RM (845,850,855,860) 25.00 

MSL 153 MCT3 Test Description RM (845,855) 11.00 
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Publ No. Rgv Title Price 

MSL 153 MCT3 Test Description RM (845,850,855,860) 11.00 

MSL 153 MDT3 Test Description RM (845,855) 15.00 

MSL 153 MDT3 Test Description RM (845,855) 15.00 

MSL 153 0IT3 Test Description RM (845,855) 12.00 

MSL 153 01T3 Test Description RM (845,850,855,860) 12.00 

MSL 153 SMT3 Test Description RM (845, 855) * 

MSL 153 SMT3 Test Description RM (845,850,855,860) * 

MSL 153 MAT3 Test Description RM (845,855) * 

MSL 153 MAT3 Test Description RM (845,855,840-860) * 

SES (Software Engineering Services) 1.0 Procedure Writer's Guide. 13.00 

SES (Software Engineering Services) TXTCODE 2.0 Reference 5.00 

SES (Software Engineering Services) TXTFORM 1.5 Reference 5.00 

CYBIL-IO Reference 7.00 

CYBIL Miscellaneous Routines Interface Reference * 

CYBIL-CC Interactive Debugger External Reference Specification .. 8.00 

Security Administrator ' s Handbook 11.00 

Full Screen Editor User Guide 86.00 

Screen Formatting Reference 19.00 

CDCNET Product Descriptions ' 42 . 00 

CDCNET Product Descriptions 42 . 00 

Remote Host Facility (RHF) Usage 50.00 

Remote Host Facility (RHF) Usage 50.00 

Remote Host Facility (RHF) Usage 50.00 

Hardware Operators Guide (990, 990E, 995E) * 

Subsystem Reference l 8.00 

HMM : 13 . 00 

MSL 153/155 lOU Test Procedures Reference (990, 990E, 995E) 35.00 

MSL 153/155 lOU Test Procedures Reference (960/962,970/972) 35.00 

MSL 153/155 lOU Test Procedures Reference (992,994) 35.00 

MSL 153/155 lOU Test Procedures Reference (2000S/V) 35.00 

ICEM Numerical Control Reference 59.00 

CDC Computer Systems (Inactive Products) Sec. 3 Periph Equip SPM . 41.00 

CDCNET Network Operations & Analysis 66.00 

CDCNET Network Operations & Analysis 66.00 

Power Dist/Warning System W/L HMM (810, 830) * 

CDCNET Conceptual Overview 39.00 

CDCNET Conceptual Overview 39.00 

CDCNET Configuration Guide 110 .00 

CDCNET Configuration Guide 110 .00 

Water Cooling System HMM 30.00 

Water Cooling System HMM (840-860, 840S, 845S, 855S, 840A-870A) 30.00 

Water Cooling System HMM (990,990, 995E) 30.00 

CM Water Cooling System HMM 30.00 

Water Cooling System HMM (992, 994) 30.00 

Power Dist/Warning System HMM * 

Power Dist/Warning System HMM (840-860, 840S, 845S, 855S, 840A-870A). * 
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Publ No. Rfiv litk Prke 

Power Dist/Warning System HMM (990, 990E, 995E) * 

Power Dist/Warning System HMM (992, 994) * 

Install/Checkout HMM (840, 850, 860) * 

SMAQR Vol.1 (835,845,855) 16.00 

SMAQR Vol.1 (835-860)* 16.00 

SMAQR Vol.2 (835,845,855) 49.00 

SMAQR Vol.2 (840-860) 49.00 

CYBIL Formatter VI, External Reference Specification 8.00 

MSL 153/155 lOU Test Descriptions Reference (990, 990E, 995E) 49.00 

MSL 153/155 lOU Test Descriptions Reference (960/962,970/972) ... 49.00 

MSL 153/155 lOU Test Descriptions Reference (992,994) 49.00 

MSL 153/155 lOU Test Descriptions Reference 49.00 

HPA/VE Reference 87.00 

Malet/VE Reference 15 . 00 

Maintenance Guide 16.00 

Hardware Reference (Virtual State) Vol-1 (990, 990E, 995E) * 

Hardware Reference (Virtual State) Vol.1 (992,994) * 

CP/CM L0-L3 Diagrams HMM (5 Vols) (990, 990E, 995E) 354.00 

CM L0-L3 Diagrams HMM (5 Vols) (992,994) 354.00 

SMAQR Vol.1 (990,990E,995E) 11.00 

SMAQR Vol.1 (992,994) 11.00 

SMAQR Vol.2 (990, 990E, 995E) 56.00 

SMAQR Vol.2 (992,994) 56.00 

CP Maintenance, Parts Data HMM (990, 990E, 995E) * 

CP Maintenance, Parts Data HMM (992, 994) * ' 

CP/CM L4 Diagrams HMM (10 Vols) (990, 990E, 995E) 742^00 

CM L4 Diagrams HMM (10 Vols) (992,994) 742.00 

lOU L4 Diagrams HMM Vol.2 (840-860, 845S, 855S, 840A-870A) 190.00 

lOU L4 Diagrams HMM Vol.2 (990, 990E(- 995E) 190.00 

CYBER 180 Models 840/850/860 Computer Systems SPM 14.00 

ICEM GPL Reference * 

CONNECT for the IBM PC VI . 1 User Guide (For Z-100) 36.00 

CONNECT for the IBM PC VI . 1 User Guide (For Z-100) 36.00 

Troubleshooting Guide (TTG-200 Magnetic Tape Transport) * 

Hardware Operators Guide (840, 850, 860) * 

Hardware Operators Guide (840,850,860) * 

Tape Management System (TMS) User Reference 8.00 

Tape Management System (TMS) Site Operations 10 . 00 

Install /Checkout HMM (8408, 845S, 855S, 840A, 850A, 860A, 870A) 36.00 

SMAQR Vol.1 (840S,845S,855S,840A,850A,860A,870A) * 

SMAQR Vol.2 (840S,845S,855S,840A, 850A, 860A, 870A) * 

SMAQR Flowcharts Pocket Card (840S, 845S, 855S, 840A-870A) * 

System Power Monitor (SPM) Troubleshooting Guide * 

System Power Monitor (SPM) TSG (840-860, 840S, 845S, 855S, 840A-870A) * 
System Power Monitor (SPM) Troubleshooting Guide (990, 990E, 995E) . * 
System Power Monitor (SPM) Troubleshooting Guide (992,994) * 
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Puhl No. Rfiv Title Price 

Mainframe Complex Data CYBER 990E & 995E SPM 35.00 

lOU L0-L3 Diagrams HMM Vol.1 (840-860, 840S, 845S, 855S^ 840A-870A) . 67.00 

lOU L0-L3 Diagrams HMM Vol.1 (990, 990E, 995E) 67.00 

lOU L0-L3 Diagrams HMM Vol.1 (992,994) 67.00 

Mainframe Complex Data CYBER 840A, 850A, 860A, 870A SPM * 

Hardware Reference (CYBER 170 State) (840A, 850A, 860A, 870A) 23.00 

Hardware Reference (Virtual State) Vol.2 (840A, 850A, 8 60A, 870A) .. 43.00 

Hardware Operators Guide (840A, 850A, 860A, 870A) 14.00 

Operation & Maintenance Guide . . . 20.00 

Install/Checkout HMM (990E, 995E) * 

Remote Host Facility Program Interface Usage 6.00 

CDCNET Terminal Interface Usage 45 . 00 

CDCNET Terminal Interface Usage 45 . 00 

CDCNET Batch Device User Guide 22 . 00 

CDCNET Batch Device User Guide 22 . 00 

Operations Usage 48.00 

System Performance & Maintenance Vol.1: Performance Usage 78.00 

Network Management Usage 56.00 

LCN Configuration & Network Management Usage 20.00 

Desktop/VE Host Utilities Usage . 9.00 

Accounting Analysis System Usage 14.00 

System Performance & Maintenance Vol.2: Maintenance Usage 111.00 

Optical Storage System Usage 14.00 

Cartridge System/VE for 7 992 Usage * 

Cartridge System/VE for 5744 Usage 8.00 

File Archiving Usage ; . . . . 50.00 

Security Administration Usage 12 . 00 

Vista - Connect View User's Guide 40.00 

Vista - Connect View User ' s Guide 40 . 00 

Removable Media Management System Usage 18.00 

Global Index Reference 33.00 

Introduction Tutorial 91.00 

System Usage 101-00 

File Editor Tutorial/Usage 53 . 00 

Terminal Definition Usage 17 . 00 

Commands & Functions Reference 107 .00 

CYBIL Language Definition Usage 145 .00 

CYBIL File Management Usage 62 . 00 

CYBIL System Interface Usage 72 . 00 

CYBIL Sequential & Byte-Addressable Files Usage 16.00 

CYBIL Keyed-File & Sort /Merge Interfaces Usage 63 . 00 

Source Code Management Usage 35 . 00 

Object Code Management Usage 35 . 00 

Desktop/VE for Macintosh Usage 25 . 00 

User Validation Usage 40.00 

Mail/VE V2 Usage 51.00 
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Quick Reference (by publication number) 

Publ No. Rgv Tjtk £rk£ 

60464515 H Mail/VE V2 Administration Usage 73.00 

60464613 T Diagnostic Messages Usage 135 .00 

6046^710 C Energy Management Systems (EMS) Overview 10.00 

60469004 A Logic Diagrams HMM (3 Vols) (810/830) * 

60469005 A 'Multilevel Block Diagrams HMM (810/830) (AA161-A) 29.00 

60469007 B Safe Use & Operation * 

60469010 F CYBER 170 Model 835 Section 2 System Data SPM 9.00 

60469210 E Multilevel Block Diagrams (MLBDs) HMM (825) 72 . 00 

60469290 H Hardware Reference (CYBER 170 State) (835,845^855) 69.00 

60469290 H Hardware Reference (CYBER 170 State) (835,- 840, 845, 850,- 855, 860) .. 69.00 

60469290 H Hardware Reference (CYBER 170 State) (990, 990E, 995E) 69.00 

60469290 H Hardware Reference (CYBER 170 State) (994) 69.00 

60469310 02 lOU Theory HMM (835,855) * 

60469330 C Assembly Buffer Utility Reference (815,825,835,845,855) 10.00 

60469350 F Hardware Reference (CYBER 170 State) (815,825) * 

60469390 T MSL 15X Model Independent Software RM (815,825,835,845,855) ..... 62.00 

60469390 T MSL i5X Model Independent Software Reference (810-860) 62.00 

60469390 T MSL 15X Model Independent Software Reference (990) 62 .00 

60469390 T MSL 15X Model Independent Software Reference (960/962,970/972) .. 62.00 

60469390 T MSL 15X Model Independent Software Reference (992,994) 62.00 

60469390 T MSL 15X Model Independent Software Reference 62 . 00 

60469400 J MSL 151 Maintenance Software Reference (815,825) 40.00 

50469400 J MSL 151 Maintenance Software Reference (810,830) 40.00 

50469420 C Hardware Reference (CYBER 170 State) (810,830) ., * 

50469430 E CYBER 180 Models 810/830 Section 2 System Data SPM 5.00 

50469440 C Hardware Operators Guide (810,830) .: * 

50469450 D Install/Checkout HMM (810,830) 16.00 

50469460 B Theory Of Operation HMM (810, 830) * 

50469470 L Multilevel Block Diagrams (MLBDs) HMM (830) 32.00 

50469500 C Maintenance,, Parts Data HMM (810,830) 15.00 

50469520 F Customer Planning Guide 7.00 

30469530 G Installation Guide * 

30469531 B Low-Speed Channel Converter Installation Guide * 

30469532 C Memory Increment Installation Guide 5.00 

30469533 B CDCNET Adapter Installation Guide 1.00 

30469534 A Battery Backup Installation Guide * 

30469535 A Disk Option Installation Guide (9836-1) 4.00 

30469536 A ICI-To-IPI Channel Converter Installation Guide * 

30469537 B Mainframe Upgrade Installation Guide * 

50469540 K Maintenance Guide 38.00 

50469555 C Remote Console Installation Guide 3.00 

50469560 H CYBER 930 Guide to Operations 15.00 

50469580 A Maintenance Guide 15 . 00 

50469680 B Hardware Reference (Virtual State) Vol.1 (810,830) * 

50469720 N Diagnostic Virtual System Usage 27 . OO 

50469770 H VX/VE Administrator Guide & Reference 32 . 00 

25 



Quick Reference (by publication number) 

Pub! No. R£v Title Price 

60469780 F VX/VE User Guide 35.00 

60469790 E VX/VE Programmer Guide * 

60469810 H VX/VE User Reference 51.00 

60469820 H VX/VE Programmer Reference * 

60469830 G C for NOS/VE Usage & Reference .'. 44.00 

60469831 G C Version 2 Usage & Reference 49.00 

60469860 A Memory Increment 16/32 MB HMM (810,830) 21.00 

60469890 B DWB/VX Introduction & User Reference * 

60469960 A System Logic Diagrams HMM (3 Vols) (65810,65830) * 

60469980 F VX/VE An Introduction for UNIX Users 9.00 

60471150 D Communications Control INTERCOM (CCI) V3 Reference * 

60471200 G CYBER Cross System (CCS) VI Build Utilities Reference 10.00 

50471200 G CYBER Cross System (CCS) VI Build Utilities Reference 10.00 

60471400 G Communications Control Program (CCP) V3 Reference * 

60471400 G Communications Control Program (CCP) V3 Reference * 

60471500 H Communications Control Program (CCP) V3 Diagnostic Handbook 14.00 

' 60472000 M HMM . . IfOfU * 

60472200 C State Programming Language Reference * 

60472^00 ' C ^§JLa^e^- Pi . o gL&i\-i m ±&g-4,a nguag o Rcfo r eaee C.^Z^^. I2V.13P. . . .¥^.ifl0^ * 

60474600 B Communications Control Program (CCP) V3 Tip Writer's Guide RM . . . * 

60474600 B Communications Control Program (CCP) V3 Tip Writer's Guide RM . . . * 

604730J1 E Field Repair Guide * 

60476080 G HR/MM (AT429,BA222) * 

60480000 • T Network Access Method (NAM) VI Ntwk Definition Language Reference 39.00 

60480200 ' J FORTRAN 200 VI Reference 37.00 

60480600 ■ F Network Access Method (NAM) Vl/CCP 3 Terminal Interfaces RM 34.00 

60481300 J FORTRAN V5 Reference 45.00 

60481300 J FORTRAN V5 Reference 45.00 

60481300 J FORTRAN V5 Reference 45.00 

60481400 D CYBER Interactive Debug VI Reference 12.00 

60481400 D CYBER Interactive Debug VI Reference 12.00 

60481400 D CYBER Interactive Debug VI Reference 12.00 

60481500 A Network Access Method (NAM) VI User Guide 26.00 

60481500 A Network Access Method (NAM) VI User Guide 26.00 

60481800 D DMS-170 CYBER Database Control System V2 Reference 20.00 

60481800 D DMS-170 CYBER Database Control System V2 Reference 20.00 

60481800 D DMS-170 CYBER Database Control System V2 Reference 20.00 

60481900 D DMS-170 DDL V3 RM Vol.1 (Schema COBOL, FORTRAN, Query Update) ... 11.00 

60481900 D DMS-170 DDL V3 RM Vol.1 (Schema COBOL, FORTRAN, Query Update) ... 11.00 

60481900 D DMS-170 DDL V3 RM Vol.1 (Scheina COBOL, FORTRAN, Query Update) ... 11.00 

60482000 C DMS-170 DDL V3 RM Vol.2 (Sub-Schema CDCS COBOL, Query Update) ... 10.00 

60482000 C DMS-170 DDL V3 RM Vol.2 (Sub-Schema CDCS COBOL, Query Update) ... 10.00 

60482000 C DMS-170 DDL V3 RM Vol.2 (Sub-Schema CDCS COBOL, Query Update) ... 10.00 

60482100 E DMS-170 Query Update/CYBER Record Manager Data Admin Reference .. 12.00 

60482100 E DMS-170 Query Update/CYBER Record Manager Data Admin Reference .. 12.00 

60482200 D DMS-170 FORTRAN Data Base Facility VI Reference 11.00 
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DMS-170 FORTRAN Data Base Facility VI Reference 11.00 

CYBER Loader VI User Guide * 

CYBER Loader VI User Guide * 

COBOL V5 Diagnostic Handbook 8.00 

COBOL V5 Diagnostic Handbook 8.00 

CYBER Interactive Debug VI Guide for Users of FORTRAN Extd 4 11.00 

CYBER Interactive Debug VI Guide for Users of FORTRAN Extd 4 11.00 

BASIC V3 Sioinmary 10.00 

BASIC V3 Summary 10.00 

BASIC V3 Summary 10.00 

FORTRAN Extd V4 to FORTRAN V5 Conversion Aid Program VI Reference 7.00 
FORTRAN Extd V4 to FORTRAN V5 Conversion Aid Program VI Reference 7.00 

FORTRAN Extd V4 to FORTRAN V5 Conversion Aid Program VI Reference 7.00 

FORTRAN Extd V4 to FORTRAN V5 Conversion Aid Program VI Reference 7.00 

FORTRAN V5 Common Library Math Routines Reference 11.00 

FORTRAN V5 Common Library Math Routines Reference 11.00 

FORTRAN V5 Common Library Math Routines Reference 11.00 

FORTRAN V5 Common Library Math Routines Reference 11.00 

DMS-170 CYBER Database Control System V2 FORTRAN Applic Prog 10.00 

DMS-170 CYBER Database Control System V2 FORTRAN Applic Prog . 10.00 

FORTRAN V5 Instant 7.00 

FORTRAN V5 Instant 7.00 

FORTRAN V5 Instant 7.00 

FORTRAN V5 Instant 7.00 

FORTRAN V5 User Guide . 14.00 

FORTRAN V5 User Guide 14.00 

CYBER Interactive Debug VI Guide for Users of FORTRAN Extd 5 10.00 

CYBER Interactive Debug VI Guide for Users of FORTRAN Extd 5 .... 10.00 

CYBER Interactive Debug VI Guide for Users of FORTRAN Extd 5 10.00 

CYBER Interactive Debug VI Instant 14.00 

CYBER Interactive Debug VI Instant 14.00 

CYBER Interactive Debug VI Instant 14.00 

Sort/Merge V5 Reference 10.00 

Sort/Merge V5 Reference 10.00 

Sort /Merge V5 Instant 5.00 

Sort/Merge V5 Instant 5.00 

DMS-170 CYBER Database Control System V2 Data Admin Reference ... 37.00 

DMS-170 CYBER Database Control System V2 Data Admin Reference ... 37.00 

DMS-170 CYBER Database Control System V2 Applic Program Reference 27.00 

DMS-170 CYBER Database Control System V2 Applic Program Reference 27.00 

Pascal Usage 40.00 

Pascal Summary 1.00 

IM/Quick Usage 27.00 

APL Language Definition * 

APL File Utilities Usage 6.00 

FORTRAN VI Language Definition Usage 69.00 
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FORTRAN LIB99 Usage 11.00 

FORTRAN Topics for FORTRAN Programmer ' s Usage 30.00 

FORTRAN Keyed-File & Sort /Merge Interfaces Usage 51 . 00 

COBOL Usage 91.00 

Common Lisp - The Language 127 . 00 

LISP Langauge Definition Usage Supplement 20.00 

BASIC Usage 82 . 00 

BASIC Summary 6.00 

SCL Advanced File Management Tutorial 8.00 

Advanced File Management Usage 74.00 

SCL Advanced File Management Summary 8.00 

Math Library Usage 47 . 00 

Professional Programming Environment Usage 43 . 00 

Prolog Usage 39.00 

MicroFocus COBOL/2 for UNIX 454.00 

MicroFocus COBOL/2 for UNIX Version 1.3 530 .00 

MicroFocus COBOL/2 for UNIX Ver. 3.0 497.00 

MicroFocus COBOL for UNIX Version 3 . 1 Manual Set 497 . 00 

MicroFocus COBOL Toolbox for UNIX Ver. 3.1 Operating Guide 249.00 

MicroFocus COBOL Dialog System Character Mode User Guide Ver. 3.0 249.00 

NOS and NOS/BE to EP/IX Migration User's Manual 27.00 

Socket Network Access Package Reference 14.00 

Socket Network Access Package Reference 14.00 

EDL Personal Product Data Manager User ' s Guide 11.00 

Personal Product Data Manager User's Guide (Macintosh, Sun, HP).. 11.00 

EP/IX Sort User's Manual 14.00 

ADCM User ' s Manual 16.00 

EasyBench User ' s Guide 6.00 

FILEview User's Guide 10.00 

Peak FORTRAN User's Guide 19.00 

Compiler and ANSI C Prograinmer ' s Guide 38.00 

Peak FORTRAN Quick Reference Card 1 . 00 

Peak FORTRAN Programmer's Gd/Optimization Gd/Language Reference . 59.00 

Peak FORTRAN Quick Reference 4.00 

ADC Manual Set (Aide-de-Camp) 178 .00 

Lakota User ' s Guide and Reference Manual 36.00 

NOS/VE and EP/IX Cooperative Computing User's Manual 13.00 

IM/BASISplus Installation & User's Guide Usage 20.00 

SoftBench Overview and Customization Guide 13 . 00 

SoftBench Development Manager: Managing Files & Directories .... 13.00 

SoftBench Program Editor : Editing Text 11.00 

SoftBench Program Builder: Managing Program Construction 14.00 

SoftBench Program Debugger: Debugging Programs 9.00 

SoftBench Static Analyzer: Analyzing Program Structure 13.00 

SoftBench Reference 10 . 00 

SoftBench Mail 5.00 
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Quick Reference (by publication number) 

Publ No. Rfiv litk Pric? 

SoftBench Message Monitor 5.00 

SoftBench Encapsulator : Programmer's Guide 27. 00 

SoftBench Encapsulator: Distributing an Encapsulation 10.00 

SoftBench Encapsulator: Programmer's Reference 44.00 

SoftBench Encapsulator: Portability Guide ....'. 4.00 

ORACLE- In-SoftBench User's Guide 18.00 

FORTRAN V2 Language Definition Usage 90.00 

CYBIL Language Services Usage 7,00 

Build Utility Usage 14 . 00 

IM/Fast Administration Usage 83 .00 

IM/Fast Programming Usage 40.00 

BASISplus Database Planning and Design 18.00 

BASISplus Database Planning and Design 18 . 00 

BASISplus Database Definition and Development 51.00 

BASISplus Database Definition and Development 51.00 

BASISplus /Express Vol. 1 Retrieval and Update 22 . 00 

BASISplus /Express Vol. 1 Retrieval and Update 22 . 00 

BASISplus /Express Vol.2 Database Definition 22.00 

BASISplus /Express Vol . 2 Database Definition 22 . 00 

BASISplus/Express-W .- 22 . 00 

BASISplus /Express-W 22 . 00 

BASISplus Interactive FQM Commands 40.00 

BASISplus Interactive FQM Commands 40.00 

BASISplus Interactive FQM Quick Reference 11.00 

BASISplus Interactive FQM Quick Reference 11.00 

BASISplus Command Syntax Summary (OBSOLETE No Replacement) 
BASISplus Command Syntax Summary (OBSOLETE No Replacement) 

BASISplus Programming Vol- 1 Conventional Records 82 . 00 

BASISplus Programming Vol . 1 Conventional Records 82.00 

BASISplus Programming with DHI 58.00 

BASISplus Programming with DHI . .-. -. 58.00 

BASISplus Command Procedures 40 . 00 

BASISplus Command Procedures 40.00 

BASISplus Master Index 39.00 

BASISplus Master Index 39.00 

BASISplus Markup and Style Guide 32 . 00 

BASISplus Markup and Style Guide 32 . 00 

BASISplus Reports 33.00 

BASISplus Reports 33 . 00 

BASISplus Screens 41 . 00 

BASISplus Screens - 41.00 

BASISplus System Administration for UNIX 31.00 

BASISplus Thesaurus 35.00 

BASISplus Thesaurus 35 . 00 

BASISplus Utilities Manual for UNIX 48.00 

BASISplus System Administration for NOS/VE 40.00 
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Quick Reference (by publication number) 

Publ No. Rfiv Title Price 

BASISplus Database Loading and Maintenance 51.00 

Documentation Guide for BASISplus (2/15/94) 1.00 

Documentation Guide for BASISplus (2/15/94) 1.00 

Upgrading from IM/DM to IM/BASISplus Usage 16.00 

Getting Started in BASISplus (Application Building Made Easy) ... 9.00 

Getting Started in BASISplus (Application Building Made Easy) ... 9.00 

BASISplus Complete FIND Handbook 26 . 00 

BASISplus Complete FIND Handbook 26.00 

BASISplus Prograraitiing with OpenAPI 26.00 

DM Concepts & Facilities 77.00 

DM Utilities Reference 60.00 

DM System Administrator's Reference 24.00 

DM Fundamental Query & Manipulation 81.00 

DM Command Procedures Reference 37 . 00 

DM Error Message Summary 43 . 00 

IM/DM Installation & User ' s Guide 22 . 00 

Installation & User's Guide Ver. 6.0.27.7 42.00 

Installation & User's Guide Ver. 6.0.27.9 42.00 

Installation & User's Guide Ver. 6.30 42.00 

Installation & User ' s Guide Ver . 6.0.33 42 . 00 

RISC/OS-Based Systems Installation & User's Guide Ver. 6.0.30 ... 55.00 

SQL*ReportWriter Reference Ver. 1.1 21.00 

SQL*ReportWriter Reference Ver. 1.1 21.00 

SQL*ReportWriter Reference Ver; 1.1 . 21.00 

SQL*Net Asynchronous User's Guide Ver. 1.2 46.00 

SQL*Net Asynchronous User ' s Guide Ver . 1.2 46.00 

SQL*Net Asynchronous User's Guide Ver. 1.2 46.00 

SQL*Plus User's Guide & Reference Ver. 3,0 33.00 

SQL*Plus User ' s Guide & Reference Ver. 3.0' 33.00 

SQL*Forms Documentation Addendxam Ver . 2.3 17 . 00 

SQL*Forms Docximentation Addendum Ver. 2.3 17 . 00 

SQL*Report Addendum Ver . 1.1 1.00 

SQL*Report Addendum Ver . 1.1 1.00 

SQL*Report Addendum Ver . 1.1 1.00 

PL/SQL User ' s Guide & Reference Ver . 1.0 32 . 00 

PL/SQL User's Guide & Reference Ver. 1.0 32.00 

SQL Language Reference Ver . 6.0 45.00 

SQL Language Reference Ver . 6.0 45 . 00 

RDBMS Performance Tuning Guide Ver . 6.0 20.00 

RDBMS Performance Tuning Guide Ver . 6.0 20.00 

RDBMS Performance Tuning Guide Ver . 6.0 20.00 

Introduction to SQL*Calc Ver . 1.1 19.00 

Introduction to SQL*Calc Ver . 1.1 19.00 

CASE*Dictionary Messages Ver. 4.1 29.00 

CASE*Dictionary Tutorial Ver . 4.1 43 . 00 

CASE*Dictionary User ' s Guide & Reference Ver . 4.1 43 . 00 
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Quick Reference (by publication number) 

Publ No. Rev Title Price 

CASE*Designer Messages Ver . 1.0 23 . 00 

CASE*Designer User's Guide & Tutorial Ver. 1.0 64.00 

CASE*Generator for SQL*Forins Reference & Tutorial Ver. 1.0 37.00 

SQL*Net TCP/IP User's Guide Ver. 1.2 44.00 

SQL*Net TCP/IP User's Guide Ver. 1.2 44.00 

SQL*Net TCP/IP User's Guide Ver. 1.2 44.00 

Programmer's Guide to the ORACLE Precompilers Ver. 1.3 43.00 

Programmer's Guide to the ORACLE Precompilers Ver. 1.3 43.00 

Programmer's Guide to the ORACLE Call Interfaces Ver. 6.0 39.00 

Programmer's Guide to the ORACLE Call Interfaces Ver. 6.0 39.00 

Pro*COBOL Supplement to the ORACLE Precompilers Guide Ver. 1.3 .. 23.00 

PRO*COBOL Supplement to the ORACLE Precompilers Guide Ver. 1.3 .. 23.00 

Pro*FORTRAN Supplement to the ORACLE Precoinpilers Guide Ver. 1.3. 23.00 

PRO*FORTRAN Supplement to the ORACLE Precompilers Guide Ver. 1.3. 23.00 

Pro*C Supplement to the ORACLE Precompilers Guide Ver. 1.3 30.00 

PRO*C Supplement to the ORACLE Precompilers Guide Ver. 1.3 30.00 

Introduction to SQL*ReportWriter Ver. 1.1 15.00 

Introduction to SQL*ReportWriter Ver . 1.1 15.00 

Introduction to SQL*ReportWriter Ver. 1.1 15 . 00 

Building Reports with SQL*ReportWriter Ver. 1.1 30.00 

Building Reports with SQL*Report Writer Ver. 1.1 30 . 00 

Building Reports with SQL*ReportWriter Ver. 1.1 . 30.00 

Docximentation Guide for ORACLE (4/29/94) 2.00 

Docxomentation Guide for ORACLE (4/29/94) 2.00 

Documentation Guide for ORACLE (4/29/94) I 2.00 

Documentation Guide for ORACLE (4/29/94) :. 2.00 

SQL*ReportWriter Key Mapping Card Set Ver. 1.1 14 . 00 

SQL*ReportWriter Key Mapping Card Set Ver. 1.1 . - ' 14.00 

SQL*ReportWriter Key Mapping Card Set Ver. 1.1 14.00 

Terminal User ' s Guide Ver . 1.0 37.00 

Terminal User's Guide Ver. 1.0 '. 37.00 

Advanced SQL*Forms Techniques Ver. 3.0 28.00 

Advanced SQL*Forms Techniques Ver. 3.0 28.00 

Advanced SQL*Forms Technicpies Ver. 3.0 28.00 

SQL Language Quick Reference Ver. 6.0 14.00 

SQL Language Quick Reference Ver . 6.0 14.00 

RISC/OS-Based Systems System Release Bulletin Ver. 6.0.33 19.00 

Debug Usage 68.00 

Online Manual Systems Usage (Topics & Context) 16.00 

IM/Smart Usage 44.00 

Screen Design Facility/Screen Formatting Usage 25.00 

Screen Design Facility/Data Management Usage 13.00 

Screen Formatting Usage 81.00 

IM/Control Usage 222 .00 

Migration from NOS to NOS/VE Usage 73.00 

Migration from NOS/BE to NOS/VE Tutorial/Usage 146.00 
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Quick Reference (by publication number) 

Publ No. Rfiv Title Price 

Migration from NOS/BE to NOS/VE Standalone Tutorial/Usage 38.00 

Migration from IBM to NOS/VE Tutorial/Usage 28.00 

Migration from VAX/VMS to NOS/VE Tutorial/Usage 34.00 

JAM Terminal Definitions for EP/IX User's Manual 20.00 

Sort User ' s Manual 19,00 

COMPASS V3 Reference 36.00 

COMPASS V3 Reference 36.00 

COMPASS V3 Reference 36.00 

COMPASS V3 Reference 36.00 

COMPASS V3 Instant 11.00 

COMPASS V3 Instant 11 . 00 

COMPASS V3 Instant 11.00 

COMPASS V3 Instant 11.00 

COMPASS V3 Sximmary ."' 3.00 

COMPASS V3 Sxammary 3.00 

COMPASS V3 Sximmary 3.00 

Reference . * 

Operator's Guide 20.00 

Batch User Guide 13 . 00 

System Programmer ' s Reference Vol .1 * 

Installation Handbook 36.00 

Diagnostic Handbook * 

Control Data Software Support Usage 7.00 

Corftrol Data Software Support Usage 7.00 

Control Data Software Support Usage 7.00 

Control Data Software Support Summary Card 1.00 

Control Data Software Support Sximmary Card 1.00 

Control Data Software Support Summary Card 1.00 

8-Bit Subroutines VI Reference 12 . 00 

8-Bit Subroutines VI Reference . . 12.00 

8-Bit Subroutines VI Reference 12 . 00 

CYBER Record Manager Basic Access Methods VI .5 Reference 9.00 

CYBER Record Manager Basic Access Methods VI. 5 Reference 9.00 

CYBER Record Manager Basic Access Methods VI. 5 Reference ........ 9.00 

CYBER Record Manager Basic Access Methods VI. 5 User Guide 10.00 

CYBER Record Manager Basic Access Methods VI. 5 User Guide 10.0 

CYBER Record Manager Basic Access Methods VI. 5 User Guide 10.0 

DMS-170 FORM VI Reference 14.00 

DMS-170 FORM VI Reference 14.00 

SYMPL VI Reference 13 . 00 

SYMPL VI Reference 13.00 

SYMPL VI Reference 13 . 00 

SYMPL VI Reference 13 . 00 

COBOL V5 Report Writer User Guide 8.00 

COBOL V5 Report Writer User Guide 8.00 

COBOL V5 Report Writer User Guide 8.00 
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Quick Reference (by publication number) 

Puhl No. Rev Title Price 

COBOL V5 Reference 40.00 

COBOL V5 Reference 40.00 

COBOL V5 User Guide 25.00 

COBOL V5 User Guide 25.00 

COBOL V5 Instant 8.00 

COBOL V5 Instant 8.00 

COBOL V5 Instant 8.00 

Sort/Merge V4 & 1 Reference 17 . 00 

Sort/Merge V4 & 1 Reference 17 . 00 

Sort /Merge V4 & 1 Reference 17 . 00 

Sort/Merge V4 & 1 Reference 17 . 00 

Sort/Merge V4 & 1 Instant 4.00 

Sort /Merge V4 & 1 Instant 4.00 

Sort /Merge V4 & 1 Instant 4.00 

Sort/Merge V4 & 1 Instant 4.00 

Pascal VI Reference 14.00 

FORTRAN Extd V4 Reference 66.00 

FORTRAN Extd V4 Reference 66.00 

FORTRAN Extd V4 Reference 66.00 

FORTRAN Extd V4 Reference 66.00 

FORTRAN Extd V4 Instant 5.00 

FORTRAN Extd V4 Instant 5.00 

FORTRAN Extd V4 Instant 5.00 

FORTRAN Extd V4 Instant 5.00 

Ada for NOS/vi Usage . 33.00 

Ada for NOS/VE Reference 66,00 

FORTRAN Extd V4 Common Library Math Routines Reference 27.00 

FORTRAN Extd V4 Common Library Math Routines Reference 27 .00 

FORTRAN Extd V4 Common Library Math Routines Reference 27.00 

FORTRAN Extd V4 Common Library Math Routines Reference 27.00 

DMS-170 Query Update V3 Reference . 21.00 

DMS-170 Query Update V3 Reference 21.00 

DMS-170 Query Update V3 Appl Prog User Gd (Use W/CYBER Rec Mgr) . 9.00 

DMS-170 Query Update V3 Appl Prog User Gd (Use W/CYBER Rec Mgr) . 9.00 

DMS-170 Query Update V3 Appl Prog User GD (Use W/CYBER Rec Mgr) . 9.00 

DMS-170 Data Administrator User Guide * 

DMS-17 Data Administrator User Guide * 

Common Memory Manager VI Reference 5.00 

Common Memory Manager VI Reference 5.00 

Common Memory Manager VI Reference 5.00 

Common Memory Manager VI Reference 5.00 

CYBER Record Manager Advanced Access Methods V2 Reference 35.00 

CYBER Record Manager Advanced Access Methods V2 Reference 35.00 

CYBER Record Manager Advanced Access Methods V2 Reference 35.00 

CYBER Record Manager Advanced Access Methods V2 User Guide 14.00 

CYBER Record Manager Advanced Access Methods V2 User Guide 14.00 
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Quick Reference (by publication number) 

Publ No. Rev Title Price 

CYBER Record Manager Advanced Access Methods V2 User Guide 14.00 

Network Access Method (NAM) VI Host Applic Programming Reference. 50.00 

Remote Batch Facility VI Reference 16.00 

FORTRAN Extd V4 User ' s Guide 9.00 

FORTRAN Extd V4 User ' s Guide 9.00 

FORTRAN Extd V4 User's Guide 9.00 

FORTRAN Extd V4 User ' s Guide 9.00 

SYMPL VI User Guide 8.00 

SYMPL VI User Guide 8.00 

SYMPL VI User Guide 8.00 

SYiyiPL VI User Guide 8.00 

Operator Guide/ Installation Instructions * 

HMM (Site Info) * 

HMM (Support Info) * 

Operators Guide 3.00 

HMM (Site & Support Info) * 

Diagnostic Operators Guide * 

Operator Guide/Reference/Installation Instructions * 

HMM (Site Information) * 

HRM/CE 28.00 

Operator Guide/ Installation Instructions * 

Reference * 

HMM (Service Center & On-Site Information) 15 . 00 

HMM (Repair Center Information) * 

HRM 6.00 

CDC 110 Owner ' s Manual (4 Vol Set in Box) * 

SGI Applications Directory (Fall 1992) (IRIS Partner Catalog) ... 22.00 

Zenith 12 MHZ PC/AT Service Guide (Z-2500) 44 .00 

CYBER 910-400 Owner's Guide 42.00 

Control Data 9100 Series Desktop Workstation Technical Report ... 8.00 
CYBER 910-400 (910B-482/483/484/485/486/487) Technical Report ... 2.00 

CYBER 910/920 Operating System Kit 535.00 

CYBER 910/920 Communications Kit 71.00 

CYBER 910 Workstation Graphics Architecture Technical Report .... 4.00 

ARIA*UniTree System Administrator Guide 15 . 00 

ARIA*UniTree User Guide 5.00 

UniTree Central File Manager Error Diagnostics Guide 9.00 

UIM/X Developer's Manual 86.00 

4340 Computer Technical Reference 13 . 00 

4360 Computer Technical Reference 16.00 

Mousepad (with Control Data logo) 6.00 

4380 Computer Technical Reference 15 . 00 

4680-2XX Inf oServer Technical Reference 25 . 00 

4680 Computer Technical Reference 15 . 00 

4680 InfoServer Site Preparation and Installation 12.00 

MIPS RISC Architecture 45 . 00 
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EP/IX Programmer's Guide (2 voliomes) 125.00 

4320/4330 Technical Reference 13 . 00 

4320 Installation Guide 9.00 

4330 Installation Guide 10.00 

EP/IX Programmer's Reference (3 volumes) 265.00 

4360-30X Computer Technical Reference 37 . 00 

4360/4460 InfoServer and 41004 Exp. Cabinet Site Prep/Install Gd. 3.00 

EP/IX System Administrator's Guide 95.00 

EP/IX Network Administrator's Guide (2 volumes) 147.00 

4680-3XX InfoServer Technical Reference 26.00 

EP/IX System Administrator's Reference Manual (2 volumes) 167.00 

EP/IX Logical Tape and Volxome Management Guide . 37 . 00 

ARIA*Volume Manager Administrator's Guide for EP/IX 37 .00 

EP/IX STREAMS Programmer's. Guide 44.00 

EP/IX User's Guide 70.00 

EP/IX User's Reference (2 volumes) 193. 00 

EP/IX 2.1.1 Reference Manual Kit (includes 4 manuals listed below) 349.00 

X Window System User's Guide (Motif Edition Vol.3) 28.00 

EP/IX POSIX Conformance Document 17 . 00 

Bus Analyzer Recording Tool (BART) Hardware Maintenance 15.00 

SGI Quick Reference Guide (Fall 1992) (IRIS Partner Catalog Ref.) 3.00 

RISCwindows Manual Kit, Release 4 (includes 5 manuals below) 136.00 

RISCwindows PSview User ' s Guide 8.00 

RISCwindows User ' s Set-Up Guide 8.00 

MIPS Visual Debugger Guide 9.00 

SCU on EP/IX Usage 13.00 

CYBER 920 Owner's Kit .. 75.00 

ARIA*NetBackup Administrator ' s Guide 42 . 00 

ARIA*NetBackup User ' s Guide 12 . 00 

Mail*Hub Administrator's Guide 91.00 

Assembly Language Programmer' s Guide 32 . 00 

Compiler and C Programmer ' s Guide 17 , 00 

Compiler Porting Guide (Now included in 62940766-C) 

47300/65461 8MM Tape Auto Loader Data Storage Subsys User Manual. 4.00 

47300/65461 8MM Tape Auto Loader Data Storage Subsys Tech Manual- * 

Dociimenter ' s Workbench (DWB) Reference (2 Volumes) 76.00 

EP/LX Device Driver ' s Guide 15 . 00 

EP/LX Programmer ' s Reference Manual 28.00 

EP/LX System Administrator's Guide 55.00 

4350 Computer Technical Reference 13.00 

4350 Site Preparation and Installation 19.00 

FORTRAN Language Reference 37 . 00 

Integrated Diagnostics Environ, for 4370/4375 InfoServers User Gd 6.00 

Pascal Programmer ' s Guide 11.00 

EP/LX Network Administrator ' s Guide 48.00 

EP/IX Device Drivers Guide 19.00 
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Quick Reference (by publication number) 

PublNo. Rgv litk Pri££ 

4301 Processor Technical Reference Manual 19.00 

4370 InfoServer Owner's Guide (preliminary) 5.00 

4375 InfoServer Site Preparation and Installation Guide 14.00 

4370 InfoServer Maintenance Manual * 

4375 InfoServer Configuration Guide 21.00 

4375 InfoServer Owner's Guide 26.00 

Parts List 15.00 

47100 Cartridge Tape Subsystem Installation Guide 12 .00 

47100 Cartridge Tape Subsystem Reference' Manual 80.00 

AWBUS Administrator's Guide Version 2.3 5.00 

AWBUS User ' s Guide Version 2.3 13 . 00 

47200 Streamer User/Diagnostic Manual 15 . 00 

47200 Streamer Servicing Manual 28. 00 

512K SCSI Interface User Manual * 

Programmer's Manual Kit (includes 2 manuals listed below) 82.00 

DualManager Programmer's Reference 29.00 

DualManager User's Guide 17.00 

DualManager /Discovery User ' s Guide 7.00 

X Protocol Reference Manual Vol-ume 31.00 

Xlib Programming Manual Volume 1 31.00 

Xlib Reference Manual Volume 2 29.00 

X Toolkit Intrinsics Programming Manual (MOTIF Edition Vol.4) ... 31.00 

X Toolkit Intrinsics Reference Manual Volume 5 29.00 

Motif Programming Manual Volume 6 .■ 32 . 00 

OSF/Motif Programmer's Reference (Release 1.1) 38.00 

OSF/Motif Style Guide (Release 1.1)- 17.00 

OSF/Motif AES User Environment Volume (Version 1.1) 35.00 

Diskless Support Services Guide 23 . 00 

47800-1 Rewritable Optical Disk Drive User's Guide 10.00 

4782X-20/4784X-20 Optical Disk Library Systems User's Guide 10.00 

47890-60 & 47890-3.0 Optical Disk Library Systeins Operator's Guide 10.00 

46015 8MM Cartridge Tape Subsystem (EXB-8200) Product Spec 7.00 

46015 8MM Cartridge Tape Subsystem (EXB-8200) Users Manual 15.00 

46015 8MM Cartridge Tape Subsystem (EXB-8200) Theory Of Oper 4.00 

47450 8MM Cartridge Tape Subsystem (EXB-8500) Product Spec * 

4320/4330 Internal Configuration Guide 11 . 00 

EP/IX Internationalization Guide 13 . 00 

EP / IX dbx Reference Card 1.00 

EP/IX Device Drivers Reference Manual 31 . 00 

ControlServ Administrator's Guide 29.00 

EDIF on EP/IX Guide/Reference 30.00 

UIM/X Getting Started 12 . 00 

47110-1 (STK-4781) CTCU Maintenance Manual * 

47110-1 (STK-4781) CTCU Illustrated Parts Catalog * 

47110-1 (STK-4781) CTCU Part Number Compatibility * 

47110-1 (STK-4781) CTCU Installation Manual 13.00 
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Title Price 

47110-1 (STK-4781) CTCU Fault Symptom Codes * 

47110-1 (STK-4781) CTCU SCSI Definition Manual * 

47800-1 Optical Disk Service Manual,- Model 650/A * 

478207,47840 Optical Disk Library Service Manual, Models 10 and 20 * 
47890-30/47890-60 Optical Disk Library Service, Models 60 and 100 * 

Optional Products Installation Guides Directory 2.00 

Horizon 240V-4360 Communications Processor Installation Guide ... * 

Horizon 240V-4380 Communications Processor Installation Guide ... * 

19714-1 EXPRESS Link Option for 4360 & 4660 Computers Install Gd. 4.00 

47000-1 SCSI Differential Controller Option for 4360 Install Gd . 2.00 

47000-2 SCSI Differential Controller Option for 4380 Install Gd . 2.00 

47000-3 SCSI Differential Controller Option for 4680 Install Gd . 2.00 

47002-1 SCSI Single-Ended Controller Option for 4360 Install Gd . 2.00 

47002-2 SCSI Single-Ended Controller Option for 4380 InfoServer . * 

47002-3 SCSI Single-Ended Controller Option for 4680 Install Gd . * 

475XX-M SABRE V Disk Drive for 4680 Installation Guide 3.00 

44313-M & 44314-M SMD Controller Options for 4680 InfoServer 2.00 

47200-1 Sc 47200-2 Streaming Tape Subsystems Installation Guide .. 2.00 

19714-2 EXPRESS Link Option for 4680 InfoServer Installation Gd . 2.00 

47006-1 Pertec Tape Controller Board Installation Guide * 

40301/40301-A FDDI Option Dual-Attached Station Install Guide ... 16.00 

46031-N Disk Drive for 41010 Expansion Cabinet Install Guide .... 2.00 

46141-N Disk Drive for 41010 Expansion Cabinet Install Guide .... 4.00 

46031 Disk Drive for 41001 Expansion Cabinet Installation Guide . 2.00 

4740X-X Disk Subsystem/ Removable Disk Canister Install Guide .... 3.00 

47010-1 SCSI Disk Expansion Module Installation Guide ' .. 2.00 

4 6031-E SCSI Add-On Disk Drive Option Installation Guide 2.00 

46031-Bl Disk Drive- for 4360 Installation Guide 2.00 

46141-Bl Disk Drive for 4360 Installation Guide 2.00 

46141-E SCSI Add-on Disk Drive Option Installation Guide 2.00 

46031-B2 663 M3 SCSI Boot Disk Drive Option Installation Guide .. 3.00 

46141-B2 1GB SCSI Boot Disk Drive Option Installation Guide 3.00 

46141 Disk Drive for 41001 Expansion Cabinet Install Guide * 

44105, 44106, 44107 & 44109 Memory Increments Installation Guide. 2.00 

46031-A2 663 Mbyte SCSI Expansion Disk Drive Installation Guide . 3.00 

46141-A2 1GB SCSI Expansion Disk Drive Option Install Guide 3.00 

47006-2 Pertec Tape Controller Board Option for 4380 Install Gd . 2.00 

47006-3 Pertec Tape Controller Board Option for 4680 Install Gd - 2.00 

48001-1 I/O Adapter Installation Guide 2.00 

48002-1 Expansion Bus Adapter Installation Guide 3.00 

41006 VME Expansion Cabinet Installation Guide 3.00 

47005-1 IP 1-3 Controller Board Installation Guide 6.00 

47007-3 IPI-2 Disk Controller Board Installation Guide 2.00 

47430-1 SABRE V 2HP/IPI-2 Expansion Tray & Disk Install Guide ... 4.00 

47430-2 SABRE V 2HP/IPI-2 Add-On Disk Installation Guide 4.00 

47002-4 SCSI Single-Ended Controller Option for 4360 Install Gd - 3.00 
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Quick Reference (by publication number) 

Publ No. Rev Title Price 

44311-MV Serial I/O Interface Installation Guide 6.00 

44312-XX Ethernet Controller Installation Guide 7.00 

47200-3 Streaming Tape Subsystem Installation Guide 2.00 

41002-M Peripheral Expansion Cabinet Installation Guide 3.00 

47021-X SCSI Controller Brd & 47022-X/47023-X 5-MB Board Install. 13.00 

40310-XXX/40311-XXX Board & 40309-1/40312 Install Kits Install Gd 12.00 

46012-X Quarter-inch Cartridge (QIC) Tape Subsystem Install Gd. . . 6.00 

47451-X 5-Gbyte Cartridge Tape Subsystem Installation Guide 5.00 

47020-X SCSI Controller Brd & 47022-X/47023-X 5-MB Board Install. 14.00 

40300/40300-A FDDI Option Single-Attached Station Install Guide . 11.00 

47460-B2 .1.3..GB SCSI Boot Disk Drive & Tray Option Install Guide. 3.00 

19714-4 EXPRESS Link Optio^n for 4350 Computer Installation Guide. 2.00 

4301-XXX Real Time Processor Option Installation Guide 5.00 

4810X-X Multiprocessor Upgrades for 4680 InfoServer Install Gd . . 5.00 

47002-5 SCSI Single-Ended Controller' Option for 4350 Install Gd . 3.00 

47460-A2 1.3-GB SCSI Disk Drive & Tray Option Install Guide 3.00 

47460-M 1.3-GB SCSI Add-On Disk Drive Option Install Guide 3.00 

46015-X 2-GB Cartridge Tape Subsystem Installation Guide 5.00 

4336 Real Time Computer Installation Guide 2.00 

4339 Real Time Computer Installation Guide 2.00 

40321-1 SnapLink SCSI Communications Adapter Installation Guide . 4.00 

42310/42310-B2/42312/42312-B2 SCSI Disk Drive Installation Guide. 4.00 

42410/42411 VSB Overlay Installation Guide 2.00 

40322-1 Token-Ring Adapter Installation Guide 7.00 

46031-A/BA/BC/C2/F/L,46141-A/BA/BC/C2/F/L^47460-C2/M Disk Drives. 11.00 

4370' InfoServer Installation Guide 3.00 

4381^ Real-Time Station Installation Guide 4.00 

4031X-X FDDI Board and 4031x-x OBS Installation Guide 43.00 

47485-N/Nl 1-GB Add-On SCSI Disk Drive Installation Guide 3.00 

19714-5 EXPRESS-Link for 4370 & 4375 InfoServers Install Guide .. 3.00 

44310-XX 16-Port Serial I/O Controller Installation Guide 6.00 

4802X-X 80-MHz Multiproc. Mem. Board Options for 4680 InfoServer. 19.00 

41020-1 Peripheral Expansion Cabinet Installation Guide 2.00 

4811X-X 80-MH2 Multiprocessor Upgrades 4680 InfoServer Install Gd 20.00 

VME-DAS 47008-3 Controller and 4744X Storage Devices Install Gd. . 39.00 

Control Data 4000 Series Network Overview 25.00 

MIPS R4000 Microprocessor Introduction 23.00 

MIPS R4000 Microprocessor User's Manual 23.00 

48110-1 80-MH2 Additional Processor Option for 4680 InfoServer .. 11.00 

NCDware X Server User's Manual (Version 2.4) 16.00 

NCDware X Server Advanced User's Manual Version 2.4 46.00 

EP/IX Parallel Programmer's Guide - 15.00 

Control Data 9000 Series Product Matrix 4.00 

VME-DAS 47008-3 Controller and 4744X Storage Devices Config. Gd . 10.00 

41030-X Disk Tray, 4748 6-B2/L/L1, 47487-A/B SCSI Disk Drive Install 6.00 

47323-ROl GPIB Adapter Installation Guide 3.00 
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Quick Reference (by publication number) 
Publ No. Rev Title Price 

47324-ROl DRll-W Emulator Installation Guide 4.00 

48117-1 IOC Board Boot PROM Microcode Upgrade 4680 InfoServ Inst. 3.00 

4420/4430/4440 InfoServer PROM Monitor Reference 2,00 

4420/4430/4440 InfoServer Power On Diagnostics Reference 2.00 

4420 InfoServer Technical Reference 10.00 

4420 InfoServer Easy Installation Guide 1.00 

4420 InfoServer Board Installation Guide 7.00 

4420 InfoServer Drive Installation Guide 5.00 

4420 InfoServer Memory Installation Guide 5.00 

4420 InfoServer Power Installation Guide 3.00 

4460 InfoServer and 44101-X System Upgrade Technical Reference .- 11-00 

47325-ROl.. Floppy Disk Drive Installation Guide 3.00 

4430/4440 InfoServer Technical Reference 12.00 

4430/4440 InfoServer Easy Installation Guide 1.00 

4430/4440 InfoServer Board Installation Guide 6.00 

4430/4440 InfoServer Drive Installation Guide 9.00 

4430/4440 InfoServer Memory Installation Guide 5.00 

4430/4440 InfoServer Power Installation Guide 3.00 

4732x-x Cartridge Handling Subsystem Product Specification 20.00 

4732x-x Cartridge Handling Sxibsystem User's Manual 43.00 

47486-ROX SCSI Options for 4339 Real-Time System Install Guide .. 3.00 

47808/47809 CD-ROM Drive Installation Guide 4.00 

44101-X System Upgrade for 4350/4360 Infoserver Installation Gd. . 7.00 

47453-X Half-height 8mm Cartridge Tape Subsystem Installation Gd. 2.00 

47920-20 Optical Disk Service Manual {HP C1700-90031) 31.00 

47920-20 Optical Disk User's Guide (HP 5960-7627) 10.00 

47920-20 Optical Disk Setup Guide (HP C1700-90020) 6.00 

47990-60 Optical Disk Service Manual (HP C1705-90031) 32.00 

47990-60 Optical Disk User's Guide (HP 5960-7628) 8.00 

47990-60 Optical Disk Setup Guide (HP C1705-90020) 2.00 

FORTRAN Programmer ' s Guide 8.00 

EP/IX 2.1.1 Manual Kit (includes 9 manuals listed below) 400.00 

NetLabs /Manager Configuration Guide 46.00 

NetLabs /Manager Operations Guide 16.00 

NetLabs /Discovery User' s Guide 9.00 

NetLabs /DualManager Programmer' s Reference Manual 28.00 

ARIA*UniTree Reference Manual 14.00 

Alsys Ada System for EP/IX User Manual 49.00 

Alsys Ada System for EP/LX Ada Binding for POSIX User Manual .... 7.00 

Alsys Ada System for EP/LX User Manual 50.00 

Mail*Hub Man Pages Reference Manual 54.00 

ARIA*Volume Manager Administrator ' s Guide 32 . 00 

3COM NETBuilder Family Bridge/Router Guide - Oper/Ref (2 vols.) . 142.00 

NCDware X Server Release Notes Ver . 3.1.0 4.00 

A Roadmap to the NCDware 3 . 1 Pxiblications 5.00 

Getting Started NCD X Terminals Ver. 3.1 30.00 
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Publ No. Rfiv 



Title Price 

NCDware 3 . 1 Reference Manual 72.00 

NCDware 3.1 Advanced User ' s Guide for UNIX Systems 71.00 

ARIA*SMM Administrator ' s Guide 17.00 

ARIA*Migrator Administrator's Guide 15.00 

KEYpak Version 3.1 Installation and User's Guide (UNIX) 14.00 

Owners Manual 2 9.00 

HRM 27.00 

Owners Manual 17.00 

HMM (Site/Support Information) 28.00 

Reference 9,00 

Reference 8.00 

HMM (Site Information) 14.00 

Owners Manual * 

Zenith Z-150 Diagnostic Reference 80.00 

Printer Installation Instructions 3.00 

HMM 14.00 

Manual Abstracts 16.00 

XEDIT Extended Text Editor Reference Card 2.00 

XEDIT Extended Text Editor Reference Card 2.00 

Application Installation Handbook * 

IPF2 Application Reference * 

IPF2 Application Reference * 

IPF2 Application Reference * 

UNIPLOT V3 .2 Reference 17 . 00 

UNIPLOT V3 .2 Reference 17 . 00 

HR/MM 10.00 

HR/MM * 

Site Planning Kit {18-5/5M/10M/20/25/30) * 

HR/MM * 

CYBER Cross System (CCS) VI Pascal Compiler Reference 10.00 

CYBER Cross System (CCS) VI Pascal Compiler Reference 10.00 

CYBER Cross System (CCS) VI Pascal Compiler Reference 10 .00 

CYBER Cross System (CCS) VI Micro Assembler Reference 10 .00 

CYBER Cross System (CCS) VI Micro Assembler Reference 10. 00 

CYBER Cross System (CCS) VI Micro Assembler Reference 10 .00 

CYBER Cross System (CCS) VI Macro Assembler Reference 10 .00 

CYBER Cross System (CCS) VI Macro Assembler Reference 10.00 

CYBER Cross System (CCS) VI Macro Assembler Reference 10 .00 

Uniplex Quick Look-Up Guide 9.00 

Uniplex Advanced Graphics System User Guide 31.00 

Uniplex Configuration Guide (2 volumes) 65 . 00 

Uniplex Data Link User's Guide (OBSOLETE Replaced by DFEDATA) 

Uniplex Release/ Installation Notes 12 . 00 

Uniplex V7 Quick Start User Guide 29.00 

Uniplex Windows User ' s Guide 46.00 

Uniplex Administration Guide Version 7.01 31 . 00 
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Quick Reference (by publication number) 



hi No. Rfiv 



litk Price 

Uniplex Advanced Office System User's Guide Version 7.01 43.00 

Uniplex II Plus Guide Version 7.01 55. 00 

Uniplex Configuration Guide V7.01 61-00 

Uniplex Datalink User Guide 36.00 

Uniplex Installation Guide I 9.00 

Uniplex Windows Configuration Guide V7 . 01 65-00 

Uniplex Windows User ' s Guide V7 . 01 46.00 

Uniplex Windows User ' s Guide V7 . 01 Update Pack 3.00 

Uniplex Release/ Installation Guide Ver. 7.02 10.00 

I /DNC User's Guide (Ver. 2.2, 5/93) 35.00 

I/DESIGN Training Guide - Modeling (Ver. 2.2, 5/93) 52.00 

I /DESIGN Productivity Guide (Ver. 2.2, 5/93) 35.00 

I/FEM Training Guide (5/93) 52 . 00 

I /FEM Reference Manual (Ver. 2.2, 5/93) 86-00 

I/FEM Neutral File System Specification Reference Manual (10/92). 52.00 

I/EMS Basics Training Guide (Ver. 2.2, 5/93) 86.00 

I /EMS Reference Manual (Ver. 2.2, 5/93) 52.00 

I/EMS Revise User's Guide (Ver. 2.2, 5/93) 35.00 

I /EMS Detailing Training Guide (Ver. 2.2, 5/93) 52.00 

I /EMS Modeling Training Guide (Ver. 2.2, 5/93) 52.00 

I/EMS I/Render User's Guide (Ver. 2.2, 5/93) 35.00 

Mechanical Guide to Software Fundamentals - Motif (5/93) 35.00 

I/EMS Freeform Training Guide (Ver. 2.2, 5/93) 35.00 

I/NC Programmer's Reference Manual (Ver. 2.2, 5/93) 35.00 

I/MILL Reference Manual (Ver. 2.2, 5/93) 52.00 

I /MILL Training Guide (Ver. 2.2, 5/93) 35.00 

I /MAXMILL Reference Manual (Ver. 2.2, 5/93) 52.00 

I /MAXMILL Training Guide (Ver. 2.2, 5/93) 35.00 

I /TURN Reference Manual (Ver. 2.2, 5/93) 52.00 

I /TURN Training Guide (Ver. 2.2, 5/93) 35.00 

I /PUNCH Training Guide (Ver. 2.2, 5/93) 35.00 

I /PUNCH Reference Manual (Ver. 2.2, 5/93) 52.00 

I /WIRE Training Guide (Ver. 2.2, 5/93) 35.00 

I/WIRE Reference Manual (Ver. 2.2, 5/93) 52.00 

I /BURN Training Guide (Ver. 2.2, 5/93) 35.00 

I /BURN Reference Manual (Ver. 2.2, 5/93) 52.00 

I /FOLD Training Guide (Ver. 2.2, 5/93) 35-00 

I /FOLD Reference Manual (Ver. 2.2, 5/93) 52.00 

I /CMM Training Guide (Ver. 2-2, 5/93) 35-00 

I /CMM Reference Manual (Ver. 2.2, 5/93) 52.00 

I/NC MLO User's Guide (Ver. 2.2, 5/93) 35.00 

I/NC MLO Training Guide (Ver. 2.2, 5/93) 35.00 

I /PPL User's Guide (4/91) , 86.00 

DUCT 10 OFF Keyboard Overlay 15 . 00 

DUCT 10 OFF Keyboard Overlay 15 - 00 

I /CIGES User's Guide (5/93) 35.00 
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(^B) control data 

Literature & Distribution Services 

ARHLDS 

4201 Lexington Avenue North 

Arden Hills, MN 55126 



September 23, 1994 



Dear Customer: 



Attached is the first (1) catalog supplement since the June 
1994 Literature Catalog was published. 




n 



N, /^J. J^es, Manager 

Literature and Distribution Services 
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d Deleted Pub $ Price Chg Only p Revision Pkt 



CATALOG DESCRIPTION 



PUB. NO. EEY EBICE AZDlKBC 



CONTROL DATA 4000 SERIES COMPUTER SYSTEMS DOCUMENTATION 
HARDWARE DOCUMENTATION 
PERIPHERALS AND OPTIONS 

VME-DAS 47008-3 Controller & 4744X Stor. Devices Config. Gd. 

VME-DAS 47008-3 Controller & 4744X Stor. Devices Install Gd. 

OTHER APPLICATIONS 

aXess 500 User ' s /Administrator ' s Guide 

Mail*Hub Administrator's Guide 

Mail*Hub Man Pages Reference Manual 

Vista-eXceed4 for Windows Documentation Set (4.0) 

Vista - PC/TCP 3.0 * PC/TCP OnNet 1.1 Documentation Set ... 
3COM NETBuilder Bridge/Router Gd. (OBSOLETE Use 62941138) 
3COM NETBuilder Family Bridge/Router Guide Version 7.1 .... 

**HARDWARE - LISTED BY PRODUCT OR SYSTEM NUMBER** 
5837 and 5838 Disk Drives for 5830 Disk Array Subsystem (DAS) 
Reference 

**SOFTWARE - LISTED BY OPERATING SYSTEM** 
UNIX 

C++ Language Sys. Release 3.0 Product Reference Manual 

C++ Language Sys. Release 3.0.2 Machine-Read Doc. Rel . Notes 

C++ Language Sys. Release 3.0.3 Release Notes 

C++ Language Sys. Release 3.0.2 Selected Readings 

Readme for Cfront 3.0.3 December 1993 

ICEM CGM-Spooler Extended User's Gd. (OBSOLETE Use 60000803) 

ICEM CGM-Spooler User's Guide (OBSOLETE Use 60000803) 

ICEM CGM-Spooler User Guide 

ICEM DXF Trans lator Reference (Ver . 3.2.0) 

ICEM TVDA Translator Reference (Ver , 3.2) 

Metaphase 1.1 Mentor Graphics Interface Guide 

Metaphase 1.1 Pro/ENGINEER Interface Guide 

NOS/VE 1 

ICEM DXF Translator Reference (Ver . 3.2.0) 

ICEM TVDA Translator Reference (Ver . 3.2) 
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62941101 
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NOS 2 

T^alysis Handbook 60459300 U m 

Installation Handbook 60459320 R m 

Operations Handbook 60459310 V m 

* *MISCELLANEOUS * * 
MISCELLANEOUS MANUALS 

IRIX Project Accounting Guide 

SGI Applications Directory (1994/1995) 

SGI Quick Reference Gd. (Fall 1992) (OBSOLETE Use 62940503) 

Vista-eXceed4 for Windows Documentation Set (4.0) 

Vista - PC/TCP 3.0 & PC/TCP OnNet 1.1 Documentation Set ... 
SITE PREPARATION MANUALS 

Peripheral Equipment Data SPM 

************************************************************* 

**FOR CONTROL DATA INTERNAL USE ONLY** 

BROCHURES TVND DATA SHEETS 

Call Management Service 208464 n 

Company Backgrounder 208229 E r 

E-Mail Hub Relays Mixed Messages article reprint 6/94 ..... 208477 n 

Image Brochure 208239 A r 

InfoWorld Reprint - Oregon Talking 208482 n 

Mail*Hub aXess500 208464 r 

Mail*Hub Data Sheet 208339 B r 

Mail*Hub Document Conversion 208420 A r 

Strategic Application Development Services 208'467 r 

Sun Support Services 208486 n 

VistaCOM for Windows 208065 B r 

9130 Entry-Level Workstation 2083 65 A r 
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